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THE NATIONAL CONVENTION IN PITTSBURGH 





ional Association of Master Plumbers of the 

United States, held in Pittsburgh last week, was 
notable for many constructive accomplishments. In 
point of attendance, it was the fourth largest meeting, 
being exceeded in numbers by the conventions in 
Atlantic City in 1906, Boston in 1908, Chicago in 
1910 and Philadelphia in 1913. 

One of the most important actions was the raising 
of the national per capita tax from $2 to $5, one 
dollar of which goes to the National Trade Extension 
Bureau. This means that, with double the income of 
past years, the National Association will be able to 
do many things that were impossible because of lack 
of funds. Guaranteed a net income approximating 
$40,000, the officers and board of directors, during 
the coming year, will be able to hold the necessary 
executive meetings, which, unfortunately, were not 
possible during the past administration, and under- 
take missionary work of a varied character of bene- 
fit to the craft. The question of financing the work 
of standardization, which has progressed substantially 
during the past year, is left to the incoming board, 
and the members of the association may have con- 
fidence that the Bureau will spend its appropriation 
wisely and effectively. 

Largest Gain In Membership. 

The largest gain in membership ever recorded 
in the history of the National Association was a trib- 
ute to the able leadership of Retiring President Frank 
B. Lasette and the efforts of his co-workers. The in- 
crease was 1,936, bringing the total to 9,891. This 
is a mark that the new officers can keep before them 
in their drive between now and the next meeting, 
and with additional financial ammunition to shoot 
with, we may look forward with confidence to a ros- 
ter well exceeding 10,000 in 1921. 

No praise can be too laudatory for the remark- 
ably fine Sanitary and Efficiency Show, which was 
conducted throughout the week of the convention, at 
Motor Square Garden. Advertised long in advance, 
the general public had something to look forward 
to, and was not disappointed when the doors of the 


aa thirty-eighth annual convention of the Na- 
t 


exhibit were thrown open. The booths and decora- 
tions were of the highest order, and, in the words 
of the special committee appointed to report on the 
exhibit, “it raised the standard of the plumbing 
business. It marks a new era, and the way has been 
pointed for a permanent usefulness of the associa- 
tion. The committee heartily endorsed the idea of 
the Sanitary and Efficiency Show for all future na- 
This is most commendable, and 


tional conventions. 
this feature as an annual event will have a wide 
influence throughout the territory in which the meet- 
ings are held. 


Helping the South. 


The appeal from the south could not be resisted, 
and the convention voted unanimously to meet next 
year in New Orleans. Here is a splendid opportun- 
ity for the National Association to do constructive 
work along organization lines. New state associa- 
tions have recently been formed in Louisiana and 
Wyoming, but New Mexico, Arkansas and Missis- 
sippi have no state organizations. An educational 
campaign throughout the year in these states should 
be effective in bringing large numbers of Southern 


master plumbers to New Orleans. 

The Pittsburgh meeting brought out the construc- 
tive work that has been done along trade extension 
and standardization lines. The National Trade Ex- 
tension Bureau's program for the coming year will 
require in excess of $100,000, and more intimate 
work will be done by putting out twelve field men in 
different parts of the country. Thus, 
strengthened, the trade will reap the benefit of the 
helpful educational and business-bui-ding propaganda 
that has originated in the Bureau. The Standardiza- 
tion Bureau has been limited, for the time being, in 
its work, which will be confined to the standardization 
of plumbing materials only, leaving out the National 
Code, plans and symbols. 

The Pittsburgh convention will long be remem- 
bered for the hospitality enjoyed, the magnificence 
of the Sanitary and Efficiency Show, and the construc- 


tiveness of the convention proper. 


financially 
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THIRTY-EIGHTH ANNUAL CONVEN.- 
TION of NATIONAL ASSOCIATION 
of MASTER PLUMBERS 


Meeting in Pittsburgh, June 15th to 17th Featured with Many Valu- 
able Reports, Addresses and Resolutions—the Exhibit Held in Motor 


Square Garden Being the Finest in the History of the Organization 


EETING ins annual 
M convention for the 

38th successive time, 
the National Association of 
Master Plumbers of the Unit 
ed States rallied an = attend- 
ance of 544 for one of the 
most constructive gatherings 
in the history ot the = as- 
sociation. The convention took 
place in Pittsburgh, June 15th 
to 17th, headquarters and con 
vention hall being established 
in the William Penn Hotel. 

President Frank KB. Lasette, 
in opening the convention, paid 
tribute to the imspiring pres- 
ence of a large number of the 
fair sex and asked the pres- 
ence of the delegates in all 
sessions as another step tor 
ward toward the destiny of the 
craft. 

Invocation was then deliv- 
ered by the Rev. Daniel L. 
Marsh, following which Pres1- 
dent Lasette introduced Mayor 
Kk V. Babcock of Pittsburgh, 
who gave the delegates and 
ladies a most cordial welcome 
to the city. 

Vice-President D, F. Durkin, 
}r., responded on behalf of the 
National Association, charac- 
terizing the convention as a 
mission of importance to the 
general community. He said 
that plumbing is essential to 
health, whether the dweller 
lives in the city or on the farm, 
and differences of opinion will 
not be permitted to tear down 
the foundations of the indus- 
try. Master plumbers have no 
sympathy with unbasic_ re- 
forms. 

Marcus Rowe, president of 
Pittsburgh Chamber of Com- 
merce, also welcomed the con- 
vention on behalf of the com- 


OFFICERS ELECTED AT PITTSBURGH 





President, D. F. Durkin, Jr., Philadelphia. 
Vice-President, Jos. W. Cannon, Chicago. 
Treasurer, R. J. Welch, Lowell, Mass. 
Secretary, George F. Uber, Philadelphia. 


a 
FEATURES OF THE CONVENTION. 


Largest and most elaborate Exhibit ever 


held. 


Membership gain of 
making a total of 9,891. 


1,936 during Year, 


Dues raised from $2 to $5. 


American Principles of Open Shop En- | 
dorsed. | | 

Finance program of Standardization Com- 
mittee, which presented a splendid Report, left 
to Board of Directors. 


Trade Extension Work endorsed and one- 
fifth of Per Capita Tax goes to Bureau for bul- 


letin. 


New York City Association commended for 
work in Connection with Tests on Anti-Siphon 


Traps. 
Ladies 


elected. 


Auxiliary formed and Officers 


Secretaries’ Conference held during Meeting. 


1921 Convention to be held in New Or- 


leans. 





584 


mercial organizations of the 
city. 

W. M. Logan, Jr., president 
of the Pennsylvania State As- 
sociation of Master Plumbers, 
delivered a short address of 
welcome and urged the serious 
consideration of the beneficial 
features of the meeting. He 
was followed by S. A. Patton, 
president of the Pittsburgh 
local association and chairman 
of the committee on arrange- 
ments, who outlined the pro- 
gram and then presented a 
beautiful basket of flowers to 
President Lasette. E. M. Tate, 
secretary of the Pittsburgh 
Builders’ Exchange, was then 
introduced and said he felt at 
home, being an old craftsman 
himself, having been formerly 
secretary of the state and lo- 
cal master plumbers’ associa- 
tions and an attendant at na- 
tional conventions since 1902. 

After welcoming the conven- 
tion, Mrs. George B. Stewart, 
president of the Pittsburgh 
Ladies’ Auxiliary, took the 
platform and gave a most ex- 
cellent talk, delivering a heart- 
felt welcome. 

C. B. Nash, advertising man- 
ager of the Standard Sanitary 
Mfg. Co., and treasurer of the 
Exhibit Committee, then ad- 
dressed the convention on the 
Sanitary and Efficiency Show, 
being conducted at Motor 
Square Garden, in connection 
with the convention. He said 
it added much importance to 
the meeting and was of a char- 
acter long dreamed of and a 
monument to the word co-op- 
eration. It ranks well with a 
show of any kind ever held, 
Mr. Nash continued, and was 
brought about through the co- 
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strongly urged everyor 


the convention. 


Hansen. 
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operation of manutacturers, jobbers and local merchants. 
present to visit the show throughout = per, New York y ; 
New Jersey Shows Membership Gain. 
Appointment of Committees. Wilkam H. Doyle of Philadelphia, then took tl lattorm 
he following committees: and paid a st y tribute to the association work in New 
(sus lersey, under the leadership of President Harry A. Farrell 
ete) y beautitul ik American lav, pre 


lLasette then appointed t 
Jos. Elhott and 
He sh 


Bernard Buee. 


of New York City. 


Jr.; Top, 


Center, President-elect D. F. Durkin, 
Secretary George F. 


Frank B. and 


Lasctte 


Association of Master Plumbers: 


Retiring President 





President of National 


New Officers and Retiring 
Treasurer R. J. Welch and Vicec-pres dent Jos. W. Cannon; Bottom, 
Uber. 
Camden, N. J ented by the Paterson local to the Jer 
showing during the year. 
the special committee 


Credentials Committee: Harry J. Farrell, 
J. L. Hulteng, Grand orks, N. D.; =made the best 
Mr. Doyle then read the report ot 
funeral of the late John Trainor, past president 
\ssociation, at the time of his 
On 


resolutions 


to Mr. Train 


KF. | r 
; ‘es 
rwinet 


treasurer of the National 
Raltimore. 


W. H. Mylander, B 


d Association, 
McCoach and 


Jareham, Rochester, N. Y.: 
then read 


Auditing Committee 
J. Kelling, Colorado Springs; C. E. Cole, Birmingham, Ala. 
Committee: E. D. Hornbrook, Kansas City; death. 
H. Morgan, Detroit; behalf of the Marylai 
aid by Wilham 


Anderson, Philadelphia; S. 
CC, Schilling, Los Angeles. or were also paid 


A. A. Zertanna, St. Louis 
P. W. Donoghue, Boston; James H. Aitken, New Orleans. 
attending the 
and 


Harry J. 

J 
Resolutions 
William L. and tributes 
Daniel 


EK. J. Benning, Chicago, and | 
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Resolut ons Committee: Standing: F. C. Schilling, Los Angeles, 
Calif.; S. H. Morgan, Detroit. Sitting: W. M. Anderson, Phila- 
detphia; E. D. Hornbrook, Kansas City, Mo.; E. J. Benning, Chi- 
cago. 
ty. The resolutions were adopted by a rising vote. The con- 
vention rose in silent meditation, and the convention adjourned 
at this time out of respect for Mr. Trainor. 

The President’s Report. 

President Frank B. Lasette read his annual report at the 
Tuesday afternoon session, the outstanding feature of which 
was a gain of 1936 members during the year, bringing the 


total to 9891. The report, in part, was as follows: 


Finances. 

This is one of the vital problems of the National Associa- 
tion. The tendency of the Association is towards progressive 
lines of activity; resolutions are adopted and committees ap- 
pointed, but no provision is made whereby the work in mind, 
or contemplated, can be properly carried out. The By-Laws 
provide against obligating the Association financially, that is 
beyond the funds in the treasury. 

My judgment is that, either we must curtail ideas of a pro- 
gressive nature and limit our activities, or we must cease 
to be a $2.00 per capita organization. Unfortunately, the de- 
creased purchasing power of the dollar has been overlooked 
so that the present per capita tax means less than formerly. 
In fact, it virtually means that the per capita tax has been re- 
duced. 

It was therefore necessary to curtail as much as possible 
in order to get through the year without a deficit, and among 





Officers of the Ladies Auxiliary: Mrs. Jacob Brenner, Youngs- 
town, O., Presid2nt; Mrs. Frank A. Nelson, Ft. Dcdge, lowa, 
Vice-President; Mrs. Geo. B. Stewart, Pittsburgh, Treasurer; 
Mrs. William Rowland, Youngstown, O., Secretary. 





President-Elect and Mrs. D. F. Durkin, Jr., of Philadelphia. 


other curtailments was the omission of the usual mid-year 
meeting of the Board of Directors. This was an unfortunate 
necessity, as in my opinion such meetings should be held. 

However, we conducted a great deal of correspondence with 
the Ofhcers and Directors. 

Membership. 

Lack of funds prevented the establishment of a Membership 
Department along the lines suggested at the Atlantic City Con- 
vention. It is said that there are from 25,000 to 30,000 mas- 
ter plumbers in the United States. To reach all those who 
are not already members by means of correspondence—includ- 
ing follow-up letters—would have required considerable funds. 
However, extra clerical help was secured and a persistent 
campaign of correspondence was conducted, and, I am pleased 
to report, with rather favorable results. 

selieving that the quickest and least expensive results could 
be accomplished by putting this matter of increased member- 
ship up to our members, letters were sent to all National Off- 
cers and Directors, as well as to all State and Local Associa- 
tion ofhcers, urging them to get busy in this work. Also, a 
reply postal card was mailed to some 7,000 members urging 
them to promise to secure one member. The results have been 
most gratifying indeed. In other words, practically our entire 
membership was appointed a comniittee of the whole on mem- 
bership. It is my opinion that this plan might be continued 
from year to year with equally good results. It puts the mat- 
ter of increased membership up to every member, which I think 
is proper, as the State and Local officers cannot and should 
not be held entirely responsible for this work. 





The Delegation from Birmingham, Ala. 
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Some of those who took a prominent part in the convention: Top—James S. Cassedy, Cambridge, Mass., past pres dent: Wil- 
liam J. Woolley, secretary-manager, National Trade Extension Bureau: William McCoach, Philade!phia, past national treasurer. 
New York: E. D. Hornbrook, Kansas City, chairman of the resolutions committee; A. C. Eynon, Canton, 
Bottom—Harry LL Hanson, But*te, Montana, national d rector; James H. Aitken, president of the 
August Elkee, chairman of the auditing com- 


Center—Jere L. Murphy, 
Ohio, past national president. 
New Orleans association, who invited the National Association to his city in 1921; 


mittee. 
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Some of the Delegates from Greater New York. The Delegates from Buffalo, N. Y. 

lL pon reviewing thr memberst Ip roll, early im July last, for with 153; [hmots, fourth, with 147: Pennsylvania, hith, wath 
t hye ry f establishing a net basis as a starting point, 1 iz6, and Texas, sixth, with 100. 

vas tound necessat ifter considerable fruitless correspond \s regards percentage of increase, the following states have 
ence to drop 120 disinterested members, as follows Rhode gained 25 per cent or over: Texas, 158 per cent; District of 
Island. 48; West Virginia, 17; New Hampshire, 7; Arizona, (Columbia, 100 per cent; Nebraska, 86 per cent; Minnesota, 85 

Mississippi, 1, and South Dakota, 1. This left a net mem per cent; Utah, 66 per cent; North Carolina, 45 per cent; 
hership tor bye il) with of 1,955 \labama, 1) per cent; Colorado, 3s per cent: Maine. 34 per 

| am pleased to be able to report that we now have new cent; Delaware, 28 per cent; New York and New Jersey, 
State Associations in Wyoming, 46 members; Loutsiana, 64 each 25 per cent. 
members. and North Dakota. 35 members. In addition, re The Trade Extension Bureau. 
organization has taken place in Rhode Island with 84 mem lt was my privilege to attend two meetings of the Trade 
bers. and Vireinia with 67 members. We also have representa Ikxtension Bureau during the term, one at Evansville, Indiana. 
tien im South Carolina, 1 member, and New Mexico, 1 mem on October 16, 1919, and the other at New York City, on 
bet At this date 42 states and the Djistrict ot Columbia ‘ebruary 12, 1920. Both meetings were well attended by the 
are represented in the National Association. Also, 1,234 cities various imterests involved. 
and towns are represented, a gain m this regard of 344. The Secretaries’ Conference. 

You will undoubtedly be interested to know that every State \s you know, the Secretaries’ Conference was organized 
Association except 4 have made a net gain im membership. at the last convention. It was attended by the state and local 

The total membership of the National Association is now secretaries who were in attendance at said convention, as well 
9891. or a net gain for the vear of 1,936, the greatest gain as by the National Secretary. I expect that the Conference 
made in any one year in the history of the Association. will have an interesting report to submit to this convention 
In point of increased membership, New York leads with — and understand that another meeting will be held ere the clos« 
a net gain of 300: Ohio. second, with 291: New Jersey, third. of the convention. In this connection I would request that 


| 


all secretaries present attend said meeting when called, as un- 





Delegates from Wilkes-Barre, Pa. Delegates from Kansas. Delegates from Dayton, Ohio. 
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The Delegation from Akron, Ohio. 


doubtedly many problems which affect secretarial work will 


Much 


ileas en the part of state and local secretaries. 


good can be done by 


be discussed. 


Necrology. 


which the living has 


of our members during the past 


The inevitable summons awaits all 
called to life 


Insofar as we have been able to ascertain 55 members 


eternal many 
year. 
have passed away. 
Silent Majority without our having been advised. 

The names of the deceased members will be brought to your 


Possibly others have likewise joined the 


attention by the Memorial Committee when it makes its re 
port. 

Almost upon the threshold of the convention, the sad news 
of the sudden death of our worthy treasurer, Mr. John Train- 
or, of Baltimore, Md., reached our official headquarters. It 
was as startling as it was unexpected. 

Mr. Trainor served the National Association faithfully and 
ably in an official capacity for some 21 years. 

He served two terms as vice-president itt 1886 and 1887: 
one term as president in 1888, seventeen terms as a national 
director and one year ago was your choice for treasurer. He 
was active up to the last moment, several letters being received 
Mr. 
Trainor presided over the Seventh Annual Convention, held in 
Pittsburgh, Pa., June 25, 26 and 27, ago. 

His funeral services took place on Saturday morning, June 


from him which were mailed on the day of his death. 


1889—just 31 years 
i2, at Baltimore, Md. 

Past Presidents William H. Doyle, of 
Walter LD. Nolan, of Washington, D. C., 
represent the National Association. 

\ floral tribute was sent the family with the 

National 


Philadelphia, and 


were delegated to 


sympathy of 


the Association. 





Delegates from Orange, N. J., and Montclair, N. J. 
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Georgia. 


Delegates from 


treasurer., 
direction ot the Board 


New York City, 


the death of the late 
Md., by 


Brown. of 


Upon receipt of notice of 


John Trainor, ot Baltimore, 
of Directors, I appointed [. J. 
treasurer for the unexpired term. 


| also regret to announce that among those who have passed 


away during the year were two honorary members, and for 
mer national director, J. Warren French, of Boston, Mass., 
who died on October 6, 1919, and Isaac Riley, of the West 


Roxbury district of Boston, Mass.., who died on Mav 7, 1920 


The late Mr. Riley served as national director in 1888, 
during the administration of former President John Trainor ; 
and the late Mr. French served as national director in 1900, 
during the administration of our deceased friend, the late 
President P. Tierney; also under former President E. D. 
Hornbrook during 1901. 

The older members of the National Association will recall 


the many excellent qualities of these deceased members, and 
of their many sacrifices for the good and welfare of the As 
sociation and its members. In their death we have lost much, 
but the good they accomplished still lives. 

It becomes my duty also to announce the death ot former 


Clerk W. 


late home in Cleveland, Ohio, on May 10, 


which occurred at his 


1920. 


executive Kmmett Crosby, 


As you know, Mr. Crosby has been an invalid for a number 


of years, during most of which time he had been absolutely 
helpless. Mr. Crosby served the National Association in the 
the capacity of executive clerk for about 25 vears, and from 


behalt 
and were at 
Marshall, 


kynon, of Can 


service m ouf 


( ley eland 


all accounts, rendered excellent 

Hlis held at 
tended by a number of our members 
Michigan. President A. ¢ 


ton, Ohio, and former National Secretary Eb. 


funeral services were 
Burial was at 
Former’? National 


Ie len. oft ( leve 





from Massachusetts. 


of the Delegates 


Some 
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Kentucky Delegates. 


Three of the 


A floral tribute together 
Mrs 


otheiated as pallbearers 


sympathy of the National Association was sent 


widow of the deceased 


(‘committee estimated that our propor- 


work contemplated would aggre 


The Standardization 
tion of the 
gate about $5,000, which matter was taken up with the Direc- 


< | 
expense or the 


deemed advisable to place the sum of $1,000 at 


said Committee with the understanding that 


tors It was 


the command of 
the Committee proceed with its work to the extent that said 


umount would permit, and should it be found that additional 


tunds would be required, that this matter be presented to this 
convention for disposition Up to this date the Committee has 


presented bills amounting to the which have 


leaving a balance of $288.08 of aforesaid appropria 


$711.92 


sum of 


been paid, 


tion still in the treasury subject to the uses of the Com. 
mittee 
* * * 

Upon motion the report of President Lasette was ordered 
received and spread in full in the proceedings of this con- 
vention 

The convention then adjourned to make a special trip to 


the McKeesport Warks of the National Tube Co., Pittsburgh 


Wednesday Morning Session. 

The Wednesday morning session was opened with the read 
ing of essays, by secretary John R. Hopkin, as follows: 

“Originality a Factor of Success,” by J. C. Bixby, Omaha, 
Neb. 

“Lost Labor Surplus,” by J. 

“Selling the Farmer,” by D 

A memorial resolution, presented by the 
on behalf of the late Isaac Riley, was then read. 

Report of Committee on Necrology. 

Your Committee on Necrology begs leave to make the fol 
lowing report, which we recommend to the National Associa 
tion of Master Plumbers of the United States in convention 


J. Loughlin, Chicago. 
Kennedy, Lawrence, Kas. 
soston Association 


assembled : 
“Resolved: That a page be set aside in the annual proceed- 
mgs upon which the following Memoriam be inscribed as a 


tribute of respect to those of our members who have died 
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during the past year, together with the names of the de 
ceased.” 
In Memoriam. 
The inevitab'e summons which must come to us all some 
time—and we know not how soon this may be—has again 
reached our association fireside, and taken from our midst 


many of our members—the good friends of the years now 


gone. 

The Relentless Harvester has indeed been 
us, no less than fifty-eight members and our former executive 
clerk having been called to the Great Beyond during the past 


most unkind te 


year,r. 

Nut such is Life, and such 1s Death! 
morning—the sunshine of smiling faces beaming upon our 
helpless infancy, and we pass like the evening, ’mid the mel 
low twilight of friendship’s last adieu, into the deepening shad 
ows of earth’s last night. 

Those who have gone down the Valley of Eternal Life are 


We come like the 


as follows: 
Otto Stille, San Diego, Cal. 
Joseph Daly, Waterbury Conn 
L. J. Melson, Atlanta, Ga. 
Matthew Anderson, Jr., Chicago, [lino1s 
Wm. R. Biack, 
M. j. Corboy, Chicago, Illinois 
Gust S. David, Chicago, Illinois. 
[. Euphrat, Chicago, Illinois. 
David J. Hickey, Chicago, IIlinois. 
Thos. Innes, Chicago, Illinois. 
Chas, s. Mapes, Rockford, Illinois. 
Wm. Beall Gray, Louisville, Ky. 
l'rederick S. Schardein, Louisville, Ky. 
Geo. F. Morlidge, Newport, Ky. 
John Trainor, Baltimore, Md. 
Chas. A. Bray, Boston, Mass. 
Daniel Di 
I. J. Callan, 
Thos. F. Costello, Lowell, Mass. 
J. Warren French, 
Isaac Riley, West Roxbury, Mass. 


Chicago, Illinois. 


3ona, Quincy, Mass. 


Boston, Mass. 


s,oston, Mass. 





Delegates from Butler, Pa. 
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Chas. A. Grosse, Dorchester, Mass. 
John P. Glennon, St. Louis, Mo. 
John J. Malone, St. Louis, Mo. 
C. B. Chaplin, Newark, N. J. 
James J. Tougher, East Orange, N. J. 
Ed. J. Belford, Brooklyn, N. Y. 
Matthew A. Belford, Brooklyn, N. Y 
Edgar C. Bryon, Brooklyn, N. Y. 
John J. Delehanty, New York City. 
Major Daniel J. Hogan, Glens Falls, N. Y. 
Thomas J. Keafe, Oswego, N. Y. 
John S. Wilson, Albia, N. Y. 
Fred C. Deitsch, Philadelphia, Pa. 
Robt. P. Gailey, Philadelphia, Pa. 
Wm. C. Groeling, Honorary Member, Philadelphia, Pa. 
Peter F. Howley, Scranton, Pa. 
Herbert H. Hurst, Philadelphia, Pa. 
M. J. Donegan, Philadelphia, Pa. 
Joseph Rice, Pittsburgh, Pa. 
James A. Simmons, Philadelphia, Pa. 
John A. Lang, Philadelphia, Pa. 
Charles M. Shelldrake, Philadelphia, Pa 
\lbert L. Derr, Philadelphia, Pa. 
Chas. A. Lorenz, Milwaukee, Wis. 
Geo. W. Seaman, Milwaukee, Wis 
Robt. Clayton, Davenport, Iowa. 
James Neil, Cincinnati, O. 
W. Emmett Crosby, Executive Clerk, Cleveland, O. 
Frank B. Hayes, Indianapolis, Ind. 
S. D. Miles, Bloomfield, Ind. 
Geo. B. Wallace, Lafayette, Ind. 
A. J. Campbell, Hammond, Ind. 
Arthur O’Brien, Butte, Mont. 
J. W. Evans, Laurel, Mont. 
J. W. Szitnick, Forsyth, Mont. 
John Collins, Great Falls, Mont. 
Mr. Sullivan, Lewiston, Mont. 
Geo. Soule, Billings, Mont. 

William A. Bradford then read the report of the Education 
al Committee. 

Report of the Educational Committee. 


The Educational Committee’s report was in part as fol- 


lows: 





Part of the Massachusetts Delegation. 
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Some of the Delegates from Massachusetts. 


We have no apology to offer for the small amount of work 
that we have been able to accomplish. We qualify this state 


ment by saying that the instructions given us by our National 


President were te devote as much of OUF energy al d time as 
possible to the securing of new members. It would be useless 


at this time to burden the members assembled at this Convention 


with a detailed report of our individual efforts; the results 
tions from which 


are retlected in our Local and State Associatiot 


2 . _ 
Association derives its members. 


our National 


There is a.division of opinion among our members as to the 
usefulness of the committee. Part of them believe that the 


work in which the committee was formerly engaged is now 
taken care of by the Trade Extension Bureau. Part believe 


that the committee should be continued and that the efforts 
of the committee as a whole be devoted to some specific put 


pose along educational lines not already covered by the | rad 


—— 
~~ 
~ 
- 
— 


Kextension 


[In looking through the proceedings of this association for 


the year 1917, in which year the first Educational Committee 


was instituted or organized, we find that the resolution intro 
Boston Association of Master Plumbers 
That the Presi 


duced bv the outlmed 


ts 


in the last section the following: Resolved 


dent appoint the Chairman of this Committee, who, in turn 
shall select two other members.” 

Whether it was an oversight on the part of our President 
or not, this committee is not prepared to say, but as consti 
tuted, this committee consists of a chairman and six addi 
tional members all of whom are situated in different places 
i the United States, approximately tive hundred miles apart 
from a given center 

We referred to the resolution simply to show that the origi 
nal intention was undoubtedly to have the chairman of the 
committee appoint men to serve with him who would be with 
in easy traveling distance, or perhaps in his own city, so that 
in this manner a closer co-operation could be maintained. 

As it is now, without available funds, the work of this 
committee has to be carried on intermittently by correspond 
ence; and it is a physical impossibility to keep concentration 
active on a given subject working from seven different points 

Unless some change or amendment in the original resolu- 
tion has been made, we suggest that, if this committee is te 
be continued, the incoming Board of Officers and Directors 
organize the committee as called for in the original resolution. 
It is, we believe, unnecessary to draw up another resolution 
for this purpose, but we do wish to recommend that our sug- 
gestion be considered. 

This committee believes that, if properly organized, effective 
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Philadeiphia. 


Part of the Delegation from 


} 


efforts on the following 


through its 


1.—Comfort Stations. 

\lready several states have adopted measures or passed laws 
requiring cities and towns of a certain size or population te 
lack of 


hodies ot 


install comfort stations. Through a enforcement or 


negligence on the part of the governing various 


cities in these states. the intent of the law has not been car 
ried into effect 


Here is a field for local association work: and undoubtedly 


; 


great deal of work could be accomplished by this committee 


attention of the proper au 


bringing this matter to the 
thorities and in helping to direct the efforts of the local asso 


Clations 


(Yne of the states to which reference 1s made (Wisconsin. 


(Chapter 187, Laws of 1919) has gone so tar as to have a 


regulation or standard set ot plans prepared for use and 


acceptance by the various cities and tuwus of that state which 


come within the law’s requirements. 


2.—The Labor Scarcity. 


We have now reached a condition in the mechanical lines 


requiring skilled labor which should be viewed with alarm, 
owing to the growing scarcity of labor supply. This is due 
to a great extent to the lack of young men entering the bus: 


ness aS apprentices or helpers; and is probably due in part to 


the stringent restrictions or limitations put upon the number 


Ot apprentices or helpers that can he emploved to a given 
number of journevmen 
Undoubtedly the war was a great factor m causing many 


of the young men previously engaged in the plumbing bus: 


ess to change to seemingly more profitable vocations. 





Delegation. 


New Jersey Ladies’ 


Some of the Delegates from Philadelphia. 


\ocational and trade schools were and have been instituted 


purpose of helping and teaching boys en- 


Several, in fact some of the largest of 


tor the special 


gaged im our business. 


these schools, have had to close on account of a scarcity of 
boys. 
To this committee, it seems tmconsistent to devote all the 


energy and time that we do to acquiring and perfecting our- 


selves in our own vocation, if we are not going to be af- 
forded an opportunity to hand it down to the next generation. 
We feel that we should be educating certain of the journeymen 
and men in our employ to take our places, and that they in 
turn should be training young men to follow in their foot- 
Steps 


schools are going to continue, then for our own 
management. 


\We wish to bring to your attention the following facts: That 
in a certain city in Massachusetts, not far from Boston, where a 
vocational school exists at which they are teaching plumbing 
under the plan of part time work and part time theoretical 


| f these 


protection we should have a hand im their 


and practical schooling, the boys are used by the superintend- 
ent of schools, under the pretense that they may gain expert- 
ence, to make all the repairs in the schools on both the plumb- 
ing and heating—and in some instances they even make small 
installations. This, we feel, 1s a matter worthy the serious 
consideration of the members of this convention; for if this 


to continue, it 1s going to spread to other cities 


is allowed 
where they have similar schools and will eventually prove a 
Master 


Consequently this 


*lumbers, but to 
the journeymen as_ well. feels 
that here alone is a field for the continuance of either this or 


serious detriment, not only to the 


committee 


a like committee, in order that a careful survey and study 





Some Delegates from New Jersey. 
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Some of the Delegates from Indiana. 
Some of the Delegates from Greater New York 


may be made into the operation of these schools and thet 
methods as practised throughout the country. so regulated bv laws or ordinances that 
3.—The Question Box. sible tor manutacturers to muisrepress vitl 
If not already in operation when this convention assembles, = posed upon them the penalt f the rit t 
this committee feels that a question box should be instituted We are satisfied that not only the 1 ufacti 
at once and that the members be asked to contribute to its boiler should be under supervision, but the I] t 
use by placing their written questions in the box for the latter subject to the inspection of local authorities w eC oa 
consideration of this convention; or, if it be impossible to ceptance would reheve thi plumber Ot . Preat part 
handle all of them at this time, that they be referred to the — responsibility 
Kducational Committee, or a lke committee, tor future con We hold no brief as to the merits o1 
sideration. rious satetv apphances now on the market proj 
This committee feels, and has often heard among members rehiet otf these boilers, the best of which may fail at. tl 
assembled here, an expression of dissatistaction because they psychological moment, if not properly installed or atta 
did not have all opportunity to present ideas or ask questions The excessive amount of heatine surtace used im auxtiliat 
for their own as well as other members’ information coils and the use of auxiliary gas heater without automat? 
Others perhaps are a little sensitive or nervous when they or thermostatic control have proven, and are bound to pr 
try to speak extemporaneously from the floor a serious menace until their installation ts prope rly Lite 
In either case, We feel that the question hox would afford an vised AS betore sugvested and this sl ould h ive tl 


consideration of every member at this conven 


| 


opportunity for these men to-put their ideas into writing in 


a concise form for the consideration of the members as We believe that Massachusetts has taken the lead in the work 
sembled. it has done m trying to remedy this condition [he latest 
In this way a great many ideas and timely topics could be — effort of the State Association of Massachusetts is to send out 
brought before the convention, and often the slack or dull a circular letter to all its members, warning them of the dange1 
moments during the meetings could be taken up with their in attaching auxiliary gas water heaters and coils in heater 
consideration. furnaces, ete., to the so-called range boiler or hot water stor 
4.—Standardization of Range Boilers. age tank working under pressure lt is also going to supply 
Although this may be a subject for the consideration of the ‘> members with a printed form to be submitted to the party 
Standardization Committee, this committee feels that it is tor whom the imstallation ts to be made, setting forth the dan 
ger of said installation 1f not properly taken care of and mat 


hon 


eoing to require a great deal of educational work to bring about 
the desired result. Not only should the boiler be guaranteed 


as to its capacity, but the strength and construction should be 


aged; this form to bear the signature of the party tor w 
the installation 1s to be made 


til 


Should the party purchasing same refyse to sign the form, 





Some of the Delegates from Illinois. Part of the Iilinois Delegation 
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Some of the Delegates from Kansas City, Mo. 


then the plumber has been advised to—and should—refuse 


to make the installation 


this legal advice has been ob 


a moment that it would 


In preparing torm, 


expert 
tained and, while no one contends tor 
prevent suit being brought against the plumber, in the event 
of an still it would have the tendency and to a 


1 
CX piosion, 


great extent would relieve him of the responsibility for 
same, due to the tact that he had previously warned his cus 
tomer and obtained his signature to said form betore per- 


forming the work. 

Mr. President 
to trespass upon your time to this extent, but we felt that, as 
should bring these matters to your at- 


and Gentlemen: We did not originally intend 


briefly as possible, we 


tention for your consideration. If, in our humble way, we 


have aided or been of any assistance to the Association, we 


are well repaid tor our efforts 
Should you find 
continuity of thought to warrant the continuance of the Edu- 


among our suggestion or ideas enough 


cational Committee, then our efforts will have been doubly re 
paid by your endorsement. 


Respectfully submitted, 


Wm. A. Bradtord, Chairman; Robert Pflug-Felder, H. F. 
saillet, C. W. Wilson (by Wm. Rowland). 
I. J. Brown, New York City, then read the report of the 


Exhibit Committee which had charge of the display at the 
Atlantic City convention, last year, showing a balance of 
$1,372.50, which Mr. Brown stated, was turned over to C. B. 


the Pittsburgh exlnbit. 

The report of the special committee that waited on the tam- 
executive Clerk W. Emmett Crosby, was then 
voted 


Nash, treasurer ot 


ily ot the late 


the close of the session it was 
past-presidents be appointed to prepare 


contribution to the 


presented, and betore 
that a 


a resolution 


committee of 

and recommendations ror a 

the consideration of the convention. 

Report of Committee on Insurance. 

H. Drake, Buffalo, then presented the report of the 

This covered the advisability of 
liability for 


widow, for 


(,eorge 
(‘ommittee on Insurance. 


national mutual insurance company 


The committee’s recommendation was that 


forming a 
master plumbers. 
it was impractical. in view of the trouble and expense, and 
accomplished in other ways. 
with a mutual 


that the results could be 
The committee thought it feasible to tie up 
company, and mentioned the Mutual Company of New York, 
a company which has worked with the master plumbers of 
that state with beneficial to the craft. An officer of 
the company explained the benefits of this plan, and after 


Same 


results 


questions had been answered and considerable debate, the re- 
port was received and the convention voted as endorsing the 
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company, though the vote did not carry with it any compulsion 
that the members or associafions affiliate with it in any way. 

Jos. W. Cannon then read the report of the conference 
committee on the cost plus form, which recommended that 
deferred. 

Wednesday Afternoon Session. 

Vice-President D. F. Durkin, Jr., opened the Wednesday 
afternoon reading the meeting of 
the Board of Directors, held Monday, June 14th. This report 
was most voluminous, and is reproduced in part, as follows: 


Board of Directors’ Report. 
There were present at said meeting the following gentle 
National Frank B. Lasette; D. F. Durkin, 
Tr., vice-president; John R. Hopkin, secretary; I. J. Brown, 
treasurer pro tem; L. McNamara, Joseph W. Cannon, E. W. 
Hanson, W. W. Hughes, John S. Irvine, 
Klimm, James W. Pate, George E. Smith, S. M 
Samuel fF. Wilson, directors, and John E. Dugan, 


act ion be 


report of the 


session by 


men: President 


Cox, Harry L. 
Krank J. 
S te fg ae 
executive clerk. 

The had 
been under consideration at the last annual meeting from 
toilet manufacturers, had requested a 
stated that at that time a motion had been 
was interested, and a hearing 
Roberts, he thought, had 


president referred to a communication which 


the chemical who 
hearing. He 
that 


had not been given them. D. H. 


passed this body not 
made this motion. 

James W. Pate that there 
these contrivances on the pier at Atlantic City, which, 1n 
fact, was nothing more than a receptacle below, with an 
The plumbers couldn’t have any- 


mentioned had been one of 


opening down through. 
thing to do with it, he thought. 

S. M. Stevens would like to see this Association disap- 
prove of the chemical closets, because they are used largely 
in his state in the cotton districts. They simply take a tin 
can and a piece of board and make a tank, but the hardware 
men are selling them for about $17.50. 

Mr. Durkin thought the best argument against their use 
was that they are not approved by any Board of Health; 
and it is also recognized among the plumbers that no closet 
can be sanitary unless it is flushed by tank. 

The secretary referred to a communication 
Indiana Society of Sanitary Engineers requesting that a 
resolution be offered at the present convention to raise the 
dues of the Association from $2 per year to $5. 

D. F. Durkin, Jr., didn’t think this board had anything to 
do with the matter; the board couldn't prevent them from 
presenting a resolution, if they desired. 


from the 





lowa and North Dakota. 


Delegates from Minnesota, 
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The president concurred in this, and stated that before 
the convention adjourns there will be a resolution regard- 
ing the per capita tax. The matter was laid on the table 

The president stated that communications had been re- 
ceived from manufacturers and jobbers for the Association 
Directory, and that such requests had been denied. 

The secretary read a communication from Mr. Woolley 
requesting that the dates of the various state conventions 
be arranged, if possible, so as not to conflict with each 


other. 

I. J. Brown didn’t think that this board or any board 
should make an attempt to do this. It is easily regulated in 
the various states. The board cannot create a condition 


whereby a time would be set. 
in different sections of the country, and you have to mak 
it suit the varying local conditions. | 

The president explained the thought of Mr. Woolley, 
which was that he would be able to facilitate the travels of 
himself or of anybody else; because, if trade extension 1s 
to be continued, it will be utterly impossible to be in at- 
tendance unless he increases his staff. They would have 
liked to have Mr. Woolley in the state of New York, tor 
instance; but he cannot be there and in San Francisco at 
the same time. 

L. McNamara told how he had been appointed by 
president to go on a tour, and how he had been compelled 
to “jump” from one point to another. Mr. Woolley has 
covered the country in a way, he said, but is doing that 
because he hasn’t the funds to appoint enough “orators.” 
Regardless of that, it is a money-making proposition to 
have the orators in rotation, because it saves retracing of 


the 


steps. 

The President felt that Mr. Woolley ought to represent 
how the problem could be overcome, and they could then 
perhaps do something. 

It was regularly moved and seconded that W. J. Woolley 
submit a plan to the incoming administration, for them to 
work out ways and means whereby the recommendation 
may be complied with. 

John R. Hopkin moved that the Board of Directors con- 
cur in the action of its president in notifying the U. A. 
of Plumbers and Steamfitters of the United States, that the 
conference committee, composed of master plumbers and 
journeymen of the United States be discontinued. Motion 
seconded and carried. 

The president at this time stated that there were present 
outside Mr. Hanley and his colleagues—Mr. Rock, Mr. 
Wilson, Mr. Baggot, Mr. Goneghy and Mr. Drake. These 
gentlemen were introduced for the purpose of speaking on 
the matter of standardization. 





from Philadelphia. 


Some of the Delegates 
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Some of the Delegates from Michigan. 
Mr. Hanley spoke first, introducing a working chart that 
the Committee on Standardization had drawn up. He pro 
duced a typewritten paper from which he spoke, saying 


that it would be unwise to read it into the minutes, because 
of its length, and because it will be turned into the Asso 
ciation as a report. (Reads his paper.) 

Mr. Klimm asked about what would be the COST O} Opct 
ation for this committee during the ensuing year. Mr. Han 
ley responded that from the experience he had had, in 
which he thought the committee concurred, for the first 
year it would take not less than $25,000 or $30,000. But 
that $25,000 or $30,000 the first year would do very nearly 


all the work. The work, he thought was 75 per cent through 


The second year’s cost would consist of the ex- 


othe 


after that. 


pense of keeping up a small with a small manage 


ment and a consulting engineer. 
Mr. Klimm asked 


financial aid of the others, to which Mr. Hlanley replied that 


what was found as to enlisting the 


he believed that the manufacturers and jobbers were very 


anxious to co-operate with the master plumbers Chere 
were many ways to finance the work. It is highly con 
nected with the trade extension feature. It is one of the 
problems the solution of which would help the Trade Ex- 


tension Bureau. He said he had but one thing in mind, and 
that was to establish a trade mark copyright in Washing- 
ton that would protect everything; everything would be got- 
that form. No one could use it for advertising 


except they 


ten out 1 


or anything else were given permission in 
writing 

Mr. Hanley said they had gone a long way towards help 
ing the manufacturer; last year they had saved them thou- 
“In 


“everything 


sands in eliminations, which the matufacturers admit 


] 


this hook aid he, 


That 


There were absolutely 


which I hold in my hand,” 


shown in red has been eliminated.” includes sizes. 


makes and everything else, he said. 
12,000 pieces of brass work which had been taken off the 
It was the same way with earthenware and every- 
He hadn’t gotten in with the 


the 


shelves. 
thing else, including soil pipe. 
pipe trade, and the fittings, yet. These are to meet at 
next conference. 

Mr. Rock suggested that Mr. Hanley explain how it was 
proposed to finance this movement. Mr. Hanley replied 
that he doubted if he should go into that: he might suggest 


a way out, but it might not be in order. There were sev- 
eral ways of financing, however, and one way was to sell 
the copyrights. If the the 


thorized to get up 100 symbols, there isn’t a manufacturer 


engineer or manager be au- 
or a jobber in the country but would like to have a set. 
He will pay his $3.00, $5.00 or $10.00 quickly. They would 


gladly pay $10.00 for a book of plans and symbols. 
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W. J. Woolley advised President Lasette that the reading 

of the report which he has prepared for the convention 

would be about the only thing he could think of to submit 

at this time. He.would be glad to also answer any ques 

tions that might be asked 

‘ir. Woolley then spoke of the work of the Trade Exten 


y 
sion Bureau in a general way. The amount contributed up 


to June 1 1s about $50,000, he said, and there was expended 
up to that time about $21,000 or $22,000. rhe budget last 


vear was about $30,000 short and the budget this year is 


rbourt 856.000 short 
[he plans tor next year will have to be approved by th 
Board ot Directors next Friday morning. and will be sub 


mitted to them at that time, as well as the proposition for 


raising the finances for the Bureau. “I attempted all sorts 
of plans in financing it,” he said, and “tinally reverted to the 


block system;” but it would appear that there would have to 





Delegation from Cleveland, Oo. hye CO-Ope ration under that system 
the president asked Mr. Woolley if, in his report to the 
Mr. Rock asked what it would cost the National Asso convention, he was going to say anything as to the finances. 
lation for standardization work alone, and Mr. Tlanles Mr. Woolley replied no, and the president asked whom he 
$8000 Mr. Klimm doubted if $25,000 or $30,000 — thought should do it. Mr. Woolley thought it was up to the 
(4 ld r¢ obtamned trom. thie Board ot Directors. hbecaus: 
there wa not that much on hand 
Mir. Drake tollowed and told of being present in a meet 
vith vartous delegate to the Central Supply Associa 
tio nd kastern Supply Association at Niagara Falls, and 
the ured him tor their associations that they would 
‘adly contribute to the work 
Mii Kodi asked Mr HHanley it he thought, trom his ex 
perience, that the master plumbers and the manutacturet 


ht to contribute share and share alike 
Mr. Hanley replied that he positively did. Fitty per cent 
ty tire standardization Was going to accrue to thre mastet 


plumbers, by their own commiutteemen That 1s going to 


bring in thousands of dollars to the master plumbers. Mr 


Hanley then showed photographs describing work in othet 


parts of the country. 
Phe president thought the board had better take the 
under advisement. It was a very able 





committee's report 
report, and irom the suywvestion the hoard can Say whether: 
make a recommendation. 


Part of the Illinois Delegation. 


it believes it advisable for it to 

In reference to finance, he thought now was the time to Board ot Directors, and he thought it would not be wrong 

decide. because the incoming administration will want to to recommend a dollar per member. 

know just what amount of money will be utilized to carry Talk on Finance. 

on ae work of the committee. lie would at this time ex William HH Walker, dean of the University oft Pittsburgh, 
was then introduced for a talk on finance. He said that 


11S¢ thie committe and would try to devise SOLE plan 


\ssociation might meet this expense of $10,000. and is not buying or 


business, is in a state of hesitation 
planning extensions, because costs have increased 26 per cent 
during the past year and production is 10 per cent lower. 
We cannot get far while workers talk about hours, and the 
answer is, men must work. Men must be paid for what 
they do and not what they think they ought to do. We can- 


not divide what isn’t produced. Credit is hard to get, in 


terest rates are high, and prices will be high for some time 
There are also transportation difficulties. The cur- 


to come, 
rency condition is sound, even though inflated. Wage in- 


creases must be stopped until the balance is restored, said 
\ir. Walker, and a stiff backbone is needed at this time to 
carry it out. The speaker favored unionism that believes in 
production, and then read a doctrine of Samuel Gompers 
endorsing such a program. Mr. Walker closed by saying that 
this principle must be applied if conditions are to be restored 


Report of Secretary John R. Hopkin. 

Secretary John R. Hopkin, New York, then presented his 
annual report. He stated that the per capita tax is due in 
advance, and all states have paid with one exception. If stat: 
secretaries fully co-operate in this work, it will give the 
national secretary time for other activities. After reading off 


the amounts due and paid, Mr. Hopkins said that the show 





Delegates from Bridgeport, Conn. 
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ing during the year had been a remarkable one and hoped 
The to success is by 


using precedent and initiative, he went on to say, 


for an increase in dues. surest way 
adding that 


this was ably demonstrated by President Frank B. Lasette. He 
closed with thanks to all who helped him during the vear. 
Report of Reconstruction Committee. 

Jos. W. Cannon, Chicago, chairman of the Reconstruction 
heen 
with the journeymen’s association. He 
held the United Association in September, 
and in a two-day session, discussed co-operation in legislation, 
to 
tailment of use of chemical closets, ete. 
Mr. ¢ 


Brookly 1} in 


Committee, then reported what had done im conference 


said that a joint meet 


was with 1919. 


Wy 


living up codes, necessity of public comfort stations, cur 


The matter ot agree 


also discussed annon then reterred to a 
took 
between the 
The 
the 


ments was 
strike 
of an agreement 
of that 
Association, 
United 
ently the local was not 


As a 


committee. 


which place in November, m_ spite 


master and journeymen plumber: 
United 


The 


appar 


city. matter was taken up with th 


and local was ordered back to work 


however. and 


United 


L_asette 


Association’s edict was ignored, 
\ssociation 
the 


and 


penalized by the 
frank | 


committee 


of this, President dissolved 
The the 
the convention endorsed the action of the president 
Vice-President D. F. Durkin, Jr., Philadelphia, then read the 
the Master of the National 


Standardization, lengthy, beine 


result 


report ot Was received 


report of Plumbers’ Committee 


Bureau oft which was most 





Iilinois Delegation. 


Part of the 


committee. The report 


Jureau and action taken 


finally referred to the resolutions 

was a resumé of the meetings of the 

along standardization lines, separate reports of 
been published in “Domestic Engineering.” 
C. V. Kellogg Speaks on Business Conditions. 

C. V. Kellogg, Chicago, chairman of the Bureau of Stand 

ardization, was then introduced and spoke on business con 


which have 


ditions. He said in part: 
“It is difficult to predict the future, but this is my own 
opinion, based on facts that I have been able to gather. The 


great difficulty is one of labor and production, and the pass 


ing of the Adamson law, by the government, was a destruc 
tive move. In 1914 coal was $1 a ton, and 1s now $6. Ore 
was $3.75 a ton and is now $5.50. Coke was $1.75 and now 
costs from $7 to $17. Pig iron has jumped since 1914 from 
$16 a ton to $43.50, while wage increases have gone up from 
153 to 208 per cent. It is true that in many lines prices 
have reached the peak and they will not be much higher 1 


our own industry. Another problem that has to be faced 


is an increase in freight rates soon, which may be from 30 
to 50 per cent. A prominent railroad ofhcial tells me that, 
eyen if matters go along satisfactory, the railroads will not 
be im to take care of transportation until October, 
1921. 


“There 


shape 


will be difficulty in obtaining materials this year, 


. 
I: 
“ 
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Part of the Delegation from St. Louis, Mo 
hecause production iw below the demand Phere illing 
off ot business, and conditions this vear will be the reverse 
Oot last year Plumbers must do busines On a conse! itive 
basis this vear, but shouldn't hold otf buying, a market 
will not come down this year. Next year depends entirely 
on conditions | recommend that orders be placed tmmedt- 
tely regardless of prices, and the plumber should make his 
long-time contracts m such a way that he will be protected, 
mh view of uncertain conditions. It is timely for plumbers 
and steam fitters to work together, as it will be some time 
before manufacturers and jobbers can take care ot require 
ments ( o-operation is necessary between all concerned, par 
ticularly in view of trade extension and standardization work,” 


Report of National Trade Extension Bureau 


William |. Woolley, Evansville, Ind., secretary-manager of 
the National Trade Extension Bureau, then presented his 
report, which reads as follows 

Your president, who is likewise the president of the Nation 


the 


your consideration, a 


asked 
ror 


al Trade Extension Bureau, has writer, as manager 


ot the 
brief report of the activities during t 


latter organization, to submit 


¢ past year. 


Just one year ago yesterday, a body of men representing the 


National Association of Master Plumbers and other Allied 
\ssociations decided to torm a permanent co-operative, edu 
cational, and business building organization, known as. the 


frade Extension Bureau At that time it was indeed un 
certain as to the probabilities of fimancmg the work of the 
Mureau as these tinances were to come mainly trom jobbet 


ind manufacturers ' 





iVTO. 


Louts, 


Some of the Delegates from St. 
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The Delegates from Paterson, N. J. 


matter of fact, the finances for last year were not 
therefore 


\s «i 
raised anticipated and the work 


Thus only a portion of the 


in the proportion 
was curtailed to a great extent. 
program as adopted a year ago has been carried out up to 
this time. 

the necessity of selling the idea to 
This naturally consumed a 
work had to be 
State Conventions dur- 


his Was due pe rhaps to 
both 


vreat 


manufacturers and jobbers. 


volume of time In fact, the done 


through correspondence, although the 
months have enabled the Bureau in the ma 
in personal touch with the master 


any rate, 


ing the past five 


jority of instances to get 


states in the Union At 


plumbers in most of the 
we have unquestionably concluded a very profitable year, and 
a very successful year from every standpoint. 

To be sure, we have not been able to take care of the trade 
in the manner that we should have liked to have done, but 
like any other new institution, time is required first to raise 
Second, to perfect an organization, 


the necessary finances 


and third to gather data and statistics necessary to carry on 
work of this nature. 

At this 
1,000 sq. ft. 
The entire office force has worked faithfully and un 
tiringly in an effort to 
work that has been thrust upon it. 


time, we have oftice space aggregating more than 
with fourteen persons regularly employed in the 
work, 
execute the 


accomplish and great 


volume of Some may feel 
that the offiee has not taken care of inquiries and requests for 
help as promptly as they should have done, but we can assure 
vou that these 


but because of the great volume of work that had to be done 


delays were occasioned not through neglect, 
with the limited amount of help that we have. 

That the contractor is intensely interested in the work of 
the Bureau is best manifested in the following figures, which 
will give you some idea of the volume of work that has 
been accomplished by the Bureau since January Ist of 1920 

We have received during the past five months 5,899 pieces 
of first class mail We have sent out from the Bureau offices 


first class mail; 2,779 pieces of third class 


‘,048 pieces of 
mail; 59,821 Monthly Service Bulletins; 1,224 packages of 
Parcels Post; 10 express packages, and 11 shipments by 


freight. 

During this same period we have supplied 126 contractors 
with blue prints of layouts for their show rooms and show 
windows. We have furnished 
bookkeeping systems including all forms as suggested by the 
Bureau, and have reconstructed the bookkeeping systems of 
During the first five months we furnished 507 


59 contractors with complete 


~11 contractors. 
contractors with advertising matrices and plates as per copy 
reproduced in the Monthly Service Bulletin. 
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Directory of Master Plumbers tur 
classifies each contractor and 
No one is 


We have compiled da 
nished us by the trade 
shows whether he does heating, plumbing, or both. 


which 


placed upon our mailing list unless we have evidence that he 
actually engaged in the plumbing and heating business. 
In April a circular letter to approximately 
10,000 master plumbers asking them to help us solve the ques 
tion of mailing our Monthly Service Bulletin by aiding us to 


; 


we sent out 


get it entered at the postofhice as second class matter. To 


this appeal 2,557 responded. Some master plumbers sent in 


much as $25 to cover the subscriptions of others who failed 


as 
to send in their money. 

Since January Ist we have supplied contractors all over the 
country with estimate sheets, contract forms, and other lit 
erature published by the Bureau. The total number sup 


plied to June Ist was 98,480. To date we have supplied more 
than 3,000 contractors with the contract forms suggested and 

Bureau. 

In April the Bureau conducted a school for master plumbers 
and steamfitters at the Wm. Hood Institute at 
Minneapolis. This school was under the auspices of the Min- 
nesota State Association of Master Plumbers and the expense 
was borne by the State Association and the Wm. Hood Dun- 
100 master plumbers in 
Sever- 


supplied by the 


Dunwoody 


woody Institute. There were over 
attendance, two coming from as far west as Montana. 
al others came from South Dakota, North Dakota, Iowa, and 
Michigan. 

The interest manifested by these men in the work was be- 
yond our fondest expectations, and the five-day course proved 
beneficial to all present. The students worked hard every 
minute, and at the conclusion of the work they all expressed 
their gratitude for the knowledge they had obtained during the 
course. 

At the conclusion of the course, the Bureau with the as- 
sistance of W. W. Hughes and Wm. Redieske, of the Minne- 
sota State Association, arranged with the Wm. Hood Dun- 
woody Institute to hold a similar course in the fall of each 
vear. In addition to this, the Institute will install a six months’ 
course covering estimating and accounting for the contractor. 


After testing the method of teaching used at the Wm. Hood 
l\unwoody Institute in April, the Bureau has decided to use 
the same method and teach the work through the various 
local associations of master plumbers throughout the United 
This course is now being worked up in every detail 
supplied to the local associations some time in 


States. 
and will be 
September. We have every reason to believe that this move 
ment will do more to increase the strength of the National 
\ssociation than any movement yet undertaken. 


Aside from this, the Bureau is now working upon a very 





Some of the Delegates from Kansas City, Mo. 








June 26, 1920 


complete campaign which will be directed-to the journeyman 
plumber through the pay envelope. The object of this cam- 
paign is to show the journeyman plumber how he can help 
build up the industry instead of tearing it down. This cam- 
paign will consist of a number of cards, one for each week in 
the year. One of these cards to be inserted in the pay en- 
velope each Saturday night. 

We believe you will understand the importance of this work 
when we reveal to you some figures recently obtained from 
authentic sources to the effect that there are 7,000 less jour 
neymen in the United States today than there were eight years 
years ago. This figure is backed by the tact that there are less 
than 3,000 registered apprentices in the country today, which 
unquestionably reveals the necessity for some concerted action. 

During the year we have had a great many master plumbers 

These men come from all 
All left the offices thoroughly 


Sureau headquarters. 
sections of the United States. 
sold upon the idea of Trade Extension, for they saw first 
handed the things that we are doing and would do for the 
master plumber and steamfitter. 

In conclusion we want to call your 
that you can do in assisting us to properly finance the Bureau 
and in this way put out field men in the various territories 
so that the members of this Association may get direct help 
from a traveling representative from our offices. 

The need of this work is very apparent. Perhaps the best 
proot of this is revealed in a survey we recently made of all 
of the heating shops in one of our largest cities. The head of 
our accounting department, Mr. Doyle, assisted by expert ac- 
countants from the city in question, made a survey of the 
books all over the heating shops in that city, 28 in number. 
The survey showed that the actual overhead that existed in 
the shops doing from $100,000 to $300,000 worth of business 
was 22 and a fraction per cent, while the average overhead in 
shops doing less than $100,000 was 24 and a fraction per cent. 
The major portion of these contractors had been taking work, 
and basing their estimate on 10 per cent overhead and 15 per 
cent profit. You can realize why they did not make money. | 
dare say that this same condition exists in many sections of 
our country and the only way to overcome it is by auditing the 
books and placing actual figures and facts before the con 


visit the 


attention to the work 


tractor. 

As I stated before, you can do much to help us help you. 
‘Your part is to help us sell the Trade Extension idea to the 
jobber and manufacturer. Every jobber and manufacturer in 
the United States would contribute to this work, if he felt 
that the contractor really cared for the service and wanted him 
to invest his money in it. Therefore it is up to this organ 
ization and its members to tell the jobber and manufacturer that 





Some of the Delegates from Greater New York, 
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Elliott, 


B. A. Buge, New York City: Jos. F. 
Brooklyn, and August Hansen, New York City. 


Sergeants-at-Arms: 


they are vitally imterested, and ask him if need be to be 
come a contributing member 

I am closing without making any comment upot 
booklets that have been published in our Efficiency Course or 
without saying anything about our Bookkeeping System, for 
we are quite sure that all of you are, or should be, informed 
of the delegates 
shall be glad to 


convention 


our various 


upon this question. If, however, any here 


upon these questions, | 


are not informed 


with and dis 


meet you at any time during this 
cuss same in detail. 
Yours for Bigger and Better Business, 
William J. Woolley. 

Convention Endorses American Principles of Open Shop. 

EK. DD. Hornbrook, City, chairman of the Resolu 
tions Committee, then took the platform to make his report. 
The first resolution presented to the convention was one in 
troduced by the Philadelphia Association, endorsing the Amer 


ican principles of the open shop and for the maintenance ot 


Kansas 


The committee concurred in this resolution 
This resolution precipitated 


law and order. 
and recommended its adoption. 
which the 


discussed from 


vote of 137 


a two-hour debate in matter was 


numerous angles, resulting in its adoption by a 
to 65. 

Thursday Morning Session. ; 
opened with thr report of 


The Thursday morning session 
the Credentials Committee, showing an official atgendance of 
544 members. 

Resolutions Adopted. 
next 
Cleveland 


was the order of business. 


by the 


Discussion of resolutions 


the first being one presented association, 


urging that the licensing of journeymen be dispensed with, 


opinion being that the public is protected by the master 
plumber. The resolutions committee did not concur in this 
resolution and recommended that it is a matter for local 


After a lengthy debate, the convention upheld 


the committee. 


settlement. 
the views of 
A resolution introduced by the Indiana Society of Sanitary 
teaching of Americanism in our schools, 
the con- 


Engineers, urging the 
was concurred in by the resolutions committee and 
vention. 

A resolution presented by 
and vicinity, on the death of Isaac Riley, was adopted unani- 


the master plumbers of Boston 


mously. 
Another resolution from Indiana, recommending an increase 
in the National per capital tax to $4, was discussed at length, 


and the final vote was on a $5 per capita, which was adopted. 
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The Delegation from the Chicago North and Northwest Side 


Master Pliumbers’ Pleasure Club. 


\ resolution wtreduced by the Greater New York Asso 
Cwatios tor the payment of $4,500 by the National Associa 
thon as t part of the *6.000 spent by the New York asso 
clation for tests conducted to determine the efhciency ot 
mti-siphon traps, was not concurred in by the resolutions 


and this action was approved by the convention 


Thursday Afternoon Session. 


opened with the consideration ot a 


' ‘ 
‘Bir Chose SES\S70OT) 


resolution, mtroduced by the Indiana association, urging the 


repeal of the anti-trust law which exempts tarmers and or 


ized labor lh Was concurred 1) hy the resolutions com 
mittee and approved by the conventior 

an S. Cassedy then read the report of the special me 
morial committee, made up of twelve past presidents of the 
National Associatior present at thi meeting, on the death of 


(Crosby Rese lutions were adopted for the cCX- 


W. Emmett 


tension of sympathy to his widow and the appropriation of 


$500 as a mark of appreciation to Mrs. Crosby for what she 


has done mdirectly tor the association 


The sense of a resolution endorsing the National Trade Fx 


tension Bureau. introduced by the Chicago association, was 


approved hy the re solutions committee and the convention. 


\ resolution ureime the tormation of a national mutual 


liability insurance company or the appomtment of a commit 


tee to mvestigate the matter, was not concurred in by the 


Tes lutions committee, which action Was endorsed hy the CO 


vention 





The Mahoning Valley Delegation. 
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Part of the Maryland Delegation. 


Resolutions by the Loutsville and Philadelphia associations, 
protesting against the shortenmg of outlet horns on water 
closets, were reterred to the Bureau of Standardization. 

Regarding the lengthy report of the Bureau of Standard) 


the resolutions committee being unable, be 


lack of 


recommended that its work be 


reported 


7ation, 
to thoroughly study the report, but 


confined to that of standardiz- 


cause oft time, 


ng plumbing materials, leaving out the National Code, plans 


and symbols. It also recommended the question of financing 


he left to the incoming Board ef Directors. This was ap 


proved. 
James S. Cassedy, Cambridge, Mass., spoke on the subject 
of standardization, saying that it is inexpedient to appropriate 
any money for this work and recommending that the presi- 
dent be empowered to appoint a committee to act simply in 
an advisory capacity. 
a. 2 


committee on standardization, said that the aim 1s to progress, 


Hanley, Chicago, secretary of the master plumbers’ 


and the committee appointed by the president was for the 


purpose of helping the industry. 

J. E. Baggot, Chicago, chairman of that committee, said 
he hoped the work would be carried on. 

C. V. Kellogg, Chicago, chairman of the Bureau, said the 
interests of the manufacturer, jobber and master plumber are 
mutual and the problems can only be solved in conference. 
New York, said this ts a day of unity, 


and co-operation, and work of the 


Jere L. Murphy, 


_ 


action commended the 
Bureau. 
P. M. Murphy, Chicago, said that the work is a big under- 


ma) 


Delegates from Johnstown, Pa. 











The Delegation from the Queens Borough Branch of New York Delegates from Nebraska 
City. 


: , : Ladies Auxiliary Elects Officers 
taking and seconded Mr. Cassedy’s motion to reter the mat y 


. Pri he Hit ascette t | Cr announced that a | act Vu iiarv 
ter to an advisory committee. | | wy 

pe } 4 . . i acl 3e°@* FI Ore’ alliZze a and the 14 area 1d or c*¢’y cic | 

G. H. Drake, Buffalo, said the work will go on anyway, . 

y : ; : - Pre cle lif Mii . lacob Bret é*? POouNe stow! { Vhyy 
and does the National Association wish to be lett out: . z ae peice | 
or , , Vice-president, Mrs. | \. Nelson. Fort Dodge. | 

The convention voted to uphold the recommendations ot . . 

) Secretary Mrs. Wilham Rowland, \ oungstown, © 
the resolutions committee. | | 
lreasurer, Mrs. George B. Stewart, Pittsburs | 

A resolution by Jere L. Murphy, New York, that the asso Tt Cy 14 . 4 

; = ? = ; lhe QiUICcers Wiil iit’ assiste {i 1s { i ‘ t 
ciation endorse the work conducted by the New York asso cethieahinm sata tip Bien welt tear ie 

. COOPISTILET (itt | \ ei \ Tit ye (i? | 
ciation to msure the continuance of properly vented plumb ry | 
at re gnort «7 Thve Yr ¢ ( Tic ryity tf? ‘ ’ | 
. e i } i 
ing, Was concurred in by the resolutions committee and | . | 7 
° g . bJirectors report, that the question of tinahectiys rye bureau 
adopted by the convention with a rising vote. | | 
ot Standardization be ert te tive MmcammMe Dot vas ap 
A resolution, pres¢ nted by the (;,eorgia State Assoc mation. proved 
a. 
that $1 of the $5 per capita tax be given to the National ' _— 
- me | Report of Secretaries’ Conference. 
[rade Extension Bureau as a subscription to the Bulletin. ' Pail] ' oT 4 | 
. . . i rallle t, irvmegto . r., thet POnRC Of Tih tr lumbimeg 
was concurred in by the resolutions committee and adopted | | | 
, . Aa ‘ : secretar te ( onterence vhich Taveo} piace during Tile Con “at 
Mr. Woolley. in this connection, stated that the Bureat. | : 
: ‘ t . - 9 ventiol lhe matte (it Imipre 1 (? thy wor) q)? ecretat eS 
planned to raise the sum of $116,000 for next year’s work | | 
; | was discussed and ways provided tor the imterchanee of in 
the plan including the appointment of twelve tield men. i. 
formation throughout the vear Another conference will be 
> , 1} , Fe | ‘gf ¢ oe Le : “4 ) : 2 - | ' 7 ' _ ‘ 

A resolution troduced by Nebra ka, favoring a National! ncid at the next ay nual COnNVETITION mit LE yoyo rt «if if ocal 
Code, was not approved by the resolutions committee or. the servetari +s asked to the extent that th he present next 
convent il. vear. 11} N WW ()rle “il as Moca ecretanrie it 1] rT blood 

rhe report ot ‘Treasure r pro tem I. | Brown Was then ot the orvanization I | iz Baillet V a eleete pore ident oft 
read, showing a balance on hand of $4,294.52. The auditing the Conterence, W. \ Hugh Viinneapol ice-president, 
committee reported this correct and commended the work ot and Edward Bohm, Cleveland, secretary, dues being $5 for 
the secretarv for the clearness of his records each secretary. 





Delegation from Harrisburg, Pa. Some of the Delegates from Maryland. 








60? DOMESTIC 





Some of the Delegates from Kansas City, Mo. 


(On mot by Wilham |. FI New York, the conven 
tj committees were discharged with thanks. 
lame _ ™ assedy then reported on behalf Ot a spe ial com 
ttee the Sanitary and Efficiency Show. It was the feel 
ng that the show had ratsed the standard otf the business 
ind was the finest ever held, the way being pointed out fot 
the permanent usefulness of the association. The committee 
urged sucl i show as an annual event in connection with the 
convention, and offered its heartiest thanks to all who had 
contributed to its undertaking, mentioning particularly C. B. 
Nash. advertising manager of the Standard Sanitary Mfg. Co., 
whose untiring efforts helped so much in making the exhibit 
c] i remarkable succs 
Next Convention in New Orelans. 
Invitation for the 1921 convention were then in order, and 
received from. tl (governor of Loutsiana, Mayor of 
ew Uriea { otton boxe aAlTigove ] Nt +" Orleans, et¢ 
lame Aitken, president f the New Orleans associa- 
made a personal appeal r the next convention, remind- 
ing the delegat that whe the meetme was held there 21 
Cars af it resulted im millions ot dollars’ worth otf sanitary 
improvements being made, which transferred New Orleans 
mto one t the healthiest ties in the country lhe National 
\ Clatiol mntluenc is now needed tor the purpose ot edu- 
Cation and if will hie Ip to organize the south pre perly along 
associat ! Janae Louis lLlennessey tollowed Mr. Aitken with 
i turthes ipppe il, (oT) behalt i>] the povernor, mayor and oth- 
el with the result that the convention voted unanimously 
for New Orleans in 19 the date beme lett in the hands 
t tl ming | rd ot director 





The Delegation Pa. 


from Lancaster, 
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Election of Officers. 

the next order of business and 
George F. Uber, Philadelphia, 
The results were 


of officers 


Lasette 


Election was 


President appointed 
and Jj. J. 
unanimously as follows: 

President, D. F. Durkin, Jr., Philadelphia, 

Vice-President, Joseph W. Cannon, Chicago. 
R. J. Welch, Lowell, Mass. 
Secretary, (,corge I, Uber, Philadelphia. 
Che 


election of each officer. 


Dixon, Brooklyn, as_ tellers. 


i reasurer, 


greatest enthusiasm was shown on the nomination and 


Whistles were blown, balloons thrown 
in the air, shouts given lustily and informal parades of native 
sons formed behind each nominee, as he was marched up and 
down the aisles before taking the platform. 

William of 


ot beauties 


Anderson, Philadelphia, presented a handsome 


to President-elect Durkin, on 
Mrs. Durkin 


escorted to the platform following this ceremony and accepted 


houquet American 


lis election, as a tribute from his local. was 


the flowers with charming grace. 
Phe 


Retiring 


testimonial tor 


Lasette, and with thanks to the 


convention closed, approving a suitable 


l’rank I} 


President 





Geo. E. Smith, Denver, and Garrett T. Franklin, and 
J. J. Kelling, of Colorado Kenneth B. Allison, both of 
Springs, Colorado. Canada. 


Pittsburgh local, the ladies’ auxiliary, trade and local press, 
individuals committees that had contributed 
of the The of $1,000 
oted to help defray the expenses incurred by the Pittsburgh 


and to all and 


to the success meeting. sum was also 
local 
Trade Extension Bureau Headquarters. 
[The National Trade Evansville, Ind., 
held open house in Parlor A on the 17th floor of the William 
Hotel, the hall. the 


found a complete list of the estimating forms and the book- 


Ixtension Bureau, 


Penn near convention Here visitor 


keeping system compiled by the Bureau’s experts. Cards 
Wire Club” 
Secretary-Manager William J. Woolley was assisted by his 
Doyle and H. E. Jones, all of 
call 


for members of the “Live were also shown. 


able lieutenants, George R. 


whom made the visitor's worth while in more ways 


than one. 

Standardization Bureau Showed Blueprints. 

ln a far corner of the convention hall, space was set aside 
for an exhibit fixed up by the National Bureau of Standard- 
ization. Blueprints were shown of the organization itself 
and how the various subcommittees are made up, together 
with drawing of venting and drainage systems, etc. Major 
\W. C. Groeniger, president of the American Society of San- 
itary Engineering, and an active members of the Bureau; 
T. F. Hanley, Drake, James FE. Baggot and 


George H. : 
others were present to discuss standardization. Copies of 
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the proceedings of the Bureau were distributed through the 


courtesy of the National Committee of Confederated Supply 


Associations, which prepared the reprints. 


Directors of National Trade Extension Bureau. Meet After 


Convention. 

A meeting of the Board of Directors of the National Trade 
Extension Bureau was held the day following the close ot 
the convention, in the William Hotel. 
committee met before the general meeting, and at the latter, 
Secretary-Manager William J. Woolley read a report ot 
progress made during the year, which was favorably com- 
It was felt that with increased revenue dul 


Penn The finance 


mented upon. 
ing the coming year, it will be possible to extend the work 
of the Bureau materially. Among those present were th: 
following members: William J. Woolley and 
Doyle, H. A. Speakman, C. V. Kellogg, W. C. 
lin, R. B. Flershem, E. D. Hornbrook, D. FF. Durkin, Jr., 
Frank B. Lasette, C. B. Nash, B. O. Tilden, A. M. Maddock, 
E. L. Penfrase, Jos. F. D. H. 
Keeney. 


(;seorge KX 
Chamber 


[’vans, Roberts, and F. P 
The Chicago Delegation and Guests. 

More than ninety people were in the party that left Mon 

day morning for the convention city in three special cars, over 

the addition to the 


route to Pittsburgh. In 


Pennsylvania 





John H. Frey and A. G. Anderson, of the American Tin & 
Terne Plate Co., Pittsburgh; Delegates Edwin P. Saeger and 
E. D. Swoyer, Allentown, Pa. 


Wisconsin, 


many 


Chicago and Illinois delegates were some from 
Nebraska, Minnesota 
The commissary department proved to be 
the 
liquid refreshments were freely distributed among the travel 
As a 
and over, and he gallantly outlasted his able assistants, Walter 
Blyth and Doc 


train reached the Smoke City, some two hours late Tuesday 


mecluding 
the 
fruit, candy, cigars and 


lowa, and Indiana. 


ladies. most 


attractive feature of trip, and 


ers. real mixer, “Ernie’ Wagner proved to be there 


Knauss, and was still on the job when the 


morning. The crowd, cheerful and smiling, was met at the 
station by R. P. Wettstein and C. H. 
Engineering,” who steered them to the cabs for headquarters 


Bishop, ot “Domestic 


and on arrival there, many old friends were on hand to ex 
tend greetings to Pittsburgh. 
How the Visitors Enjoyed Themselves in Pittsburgh. 
There were no dull hours for those who journeyed to Pitts 
attend the the 
Excellent entertainment, provided by the Pitts 


burgh to annual convention § of master 
plumbers. 
burgh association for the delegates and their families, kept 
everybody so busy that they forgot to notice the smoke, for 
There are, however, two kinds 


One that has resulted in the 


which that city is famous. 
of smoke in this noted city. 
building up of the greatest laundry business in the world, 
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Newark, N. J 


Part of the Delegation from 


and anothet which wsies Travtd) j pence } L101} 


of ve tation called a “stowte,.” \s the delevates registered 


they were handed a package containing a box of matches, a 
box of cigarettes, a package of chewing gum, a cigar, and 
two stogies, and with the stogies went the admonition, 
‘When in Rome, do as the Romans do; and when in Pitt 
burgh, smoke stogies.”’ 
Entertainment Committee Chairmen. 
lerom the time thi cle legates and rUeSTS irrived early 


Monday morning, until practically all had left on Friday 


night, there was something to do every minute lhe Con 
vention Entertainment Committee, of which F. |. Scheib 
was chairman and (,eorpe B. Stewart, ecretary, had the 
very capable assistance of the Ladies’ Auxihary Committee, 


of which Mrs. J. B. Paul was chairman and Mrs. J. H 
Keane, secretary Rec IVIllY the dels yates and t hie if famuthes 
were S. S. White and Mrs. George B. Stewart 

A shopping tour of the Pittsburgh stores was conducted 
by the Ladies’ Auxiliary on Monday atternoon, which 
caused some of the master plumbers to think more sertously 


ot “ovel head exp nse. 


Ladies in Convention Tuesday. 


At the Tuesday morning session of the convention the 
ladies were welcomed in an address by Mrs. George RP 
Stewart, which was tollowed hy a reception and luncheon 
in the Blue Room, the headquarters of “Domestic Engi 
neering.’ A pleasant surprise awaited the ladies here, for 
they were given souvenirs in the torm of beautiful pieces 
of cut glass provided by the Humphrey Co., Pittsburg 
Water Heater Co. and the Ruud Manutacturing Co \t 
tractive printed invitations were distributed announcing thi 
trip to the “Tlome Sanitary equipment Show’ at Motor 
Square Garden in the evening Che sight whicl eeted th 
large delegation at the Garden was one that they will re 
member for some time, as it was the vreatest iow of if 





J. W. Hull, of Memphis, past president, and W. V. Kennedy, 
of Nashville, president; both of the Tennessee Master Plumbers’ 
Association. 
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d ever attempted \t the many beautitully decorated 
ooths were displayed the most modern and artistically 
designed fixtures and appliances for comfort, convenience, 
and sanitation in the home 


Trip to the National Tube Co.’s Works. 


(On Tuesday afternoon the convention adjourned at an 
riy h ur to MaKe a Spt lal trip to the Mii K « esport W ork 
the National Tube Co A special train took the visitor 
to 1 ork vhere the process of pipe making was viewed 
th exceptional interest Refreshments and supper were 
t . tine deleg ite arriving in town about ~ o clo k that 


rohit Sper tal cars then took them to Motor S juare (;ardet 


ing responsible for an informal parade around 


oa a st ee 
iTTiv. 1) 


1] ided by the | ind Pho ended a vet 


te 


Trip Through Scenic Pittsburgh. 


en dl tw ele es and guests wet 
trip d the William Pens 
’ , esd rine [he tour w 
bol irtil (| ) t! loca ASSO tol na 
ied ound « the park d other poimts ot interest 
t | e f » | ft col derable zest to the luncheor 
f | t Ladi ~  Auxaliat it the Soldiers’ Memorial! 
4 i ‘ ] 


tery it‘ 


Vaudeville Show Wednesday Evening. 


lhe evening's entertainment began with moving pictures 
of the manutacture ot wrought tron pipe shown by the 
feading Iron Co lhe vaudeville program that tollowed 
vas highly entertaining. and was enthusiastically received, 
particularly when tt was learned that every number on thie 
bill was being presented by a member of the local master 
plumber issociation or a member of a member's family 
ati t looked as though the state troops would have 
to b d out betore the evening was over, owing to the 
bere ed in the audience by a heavy set man, who 
tinualiy roke into an act to berate the audience for 
ome supposed intraction ot the hotel rules He was ejected 

ral es amid hisses and shouts of “Throw him out 

ater on the crowd laughed its approval when the intrude: 
vas introduced as Luke’ Barnett, who was listed for a 
Specialty luke’ then told a few dialect stories, which 
were thoroughly enjoved \s the show ended, an im 
promptu dance was staged “Domestic Engineering’s” Blu 
Room parlor, where “Marty” Brennan took the part of 
Paderewskt 


Trip to Heinz Plant. 


5 t Heinz’s fifty seven varieties were served to thi 


ladies who made the trip to the home of the famous pickles 
Pickles of every variety and size known 


Thursday forenoon. 


to science and Hleinz were shown to the interested visitors 


7 


tans for the fair sex and souvenir pickles for the men wer: 
Heinz 
The Grand Ball. 


undred couples attended the ball given 
William Penn 


distributed by the company. 


Churs 
Hotel 


Several | 
ballroom ot the 
caricatures of the newly 


day evenine in the 


During the many moonlight dances, 

| ‘ i. . . . . 2 - 4 5 ‘ 
lected othcers were thrown on the screen Che genera! 
teeling ot hearty sood nature Was brought to a climax al 


1! o'clock, when the strings of balloons used in decorating 
the hall were let down and started a jolly scramble. Guests 
were The 
punch table in the hallway was visited frequently. When 
the ball ended at 12:30, many couples gathered in “Domestic 
parlor and continued the dance with “Marty” 


served chicken salad, sandwiches, and coffee. 


Engineering's” 
Brennan furnishing the music. 

Auto Trip Enjoyed Friday. 
fifty miles auto trip for guests and delegates over 
thoroughly en 


The 
scemre - Pittsburgh, 
ended at 


was 
(sarden, 


afternoon. 


Motor 


I riday 


ioyed and the Square where a 
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lunch was served, consisting of cold meats, tried fish, potato 
coffee, and ice 
The 
ve hundred people who took the trip were served in groups 
was chef at the luncheon 


salad. cheese. tomatoes. radishes. onions. 


Cream 


Cigars and cigarettes were furnished the men. 


f 200. F. J. Scheib, of Pittsburgh, 


t| ¢ cood VTACEeS Oo! 


and established himself permanently in 


all. 
Trips to Local Factores. 


\ targe delegation in automobiles were taken to the Pitts 
surg Water Heater Co.’s plant Thursday afternoon, whet 
very process in the making of Pittsburg heaters was shown 





Delegation from Cincinnati. 


The 


\ similar trip was made to the Standard Sanitary Manu- 
facturing Co.'s plant at New Brighton on Friday afternoon. 
The tour of the plant proved highly interesting and 1n- 
structive. 

The Cincinnati Delegation. 

Cincinnati was well represented at the convention. Ten 
delegates, the largest number from any representative city 
in Ohio, were in attendance. The delegates were: James 
Doyle, Edward Kleine, George Mellor, R. J. Cluxton, H. J. 
Vranklin, W. C. Tillett, Jerome Murphy, C. J. Nolan, Ed- 
ward Funk, and M. R. Manley. John J. Vogelpohl, presi- 
dent. and A. A. Weingartner, secretary of the Cinciunat: 
Master were also in attendance. 


Plumbers’ Association, 





ORIGINALITY A FACTOR OF SUCCESS. 


———— -_—— 


Essay by J. C. Bixby, Omaha, Neb., Read Before the 


Convention. 
HERE is no royal patent or class inheritance of re- 
sults in this easy road to success; to originate a 


departure in method from a generally accepted con 
dition in any line gives you the limelight and rating in the 
market for buyers. 

It is in many cases the overlooked and commonplace con 
ditions out of which originality of thought and closer an- 
results that were 


thereby 


alysis brings the starring and successful 


held dormant and unseen by the 
accrued much silver and gold for the man of new thought. 


multitude, and 

Managers soon overlook the ordinary employe, who does 
nothing to attract notice in his service, but every manager 
and proprietor is looking for promising material, and when 
they note anything out of the ordinary routine—one who 
is always on the alert for better ways—determined to stamp 
that employe 1s 


his individuality upon whatever he does 
marked for promotion at once. The public and capital has 
us.and. our works as well as other merchandising and in- 
ventive and resourceful people under scrutiny also, to see 
if peradventure there is some new thing in the world—or 
surprising results brought out of the old, that they may 
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recognize and enrich the originator to their own advantage 


and to his benefit. 
Do to bea 


copy of your grandfather, your father or your neighbor, but 


To be original is to be progressive. not try 
from the crucible of your own brain originate: 
than they knew; an original and constructive mind is great- 
er than an Army of Millions whose safety and achievement 
depend largely on that invisible power housed in the leader's 
brain. 

How many in our profession have achieved success in 
bringing out new and successful sanitary appliances? Start- 
ing out in originality of thought to delve along roads that 
lead to God knows where, they dug over the old and new 
ground, discovering nuggets here and there, until they 
struck the mother lode and Nature showed them her secrets 
And we can buy their discovery trom the Jobbing -Hlouse 
at the list price, plus. 

With the ten thousand human dynamos concentrated in 
this association, switches thrown in and all purring together 
gathering energy, what would the harvest be if that power 
were all turned on in our business endeavors’? ‘The Great 
White Way would be a dark alley by comparison, and th: 
public would be waiting for us to open up in the morning 
llowever, we may not sit down and say it is finished, fo 
the world is in high speed and what may be new today may 
When 
organization ceases to be the means and becomes the end, 
it has reached the limit 
must stand not only for Unity, but for Efficiency. 


be old tomorrow, and we are in school at all times. 


of its usefulness. Organization 


This con 





J. C. Bixby, Omaha, and J. J. Loughlin, Chicago, whose essays 


were read before the National Convention and are presented 


herewith. 


dition, however, gives the original and studious mind the 
greatest opportunity against the earlier day, when plumb 
ing and living customs changed only once in halt-century 
epochs, and the Pan Closet (or German Helmet reversed) 
had a pull, and the “lavatory” was just outside tlre kitchen 
door. but eveluting from these crude earlier conditions and 
sanitary appliances, we have now the not only most suc- 
cessful in operation, but the most artistic and graceful in 
design until the bath sells thi 
house, camouflaging all its other defects in the eyes of the 


beautiful room of today 


prospective buyer. 
We today are taking 
and let us remember that originality 1s power and success. 


a large space in the world’s work, 


Imitation is death. This 1s an age of experts, and no on: 
need hope for a career who does not specialize and go above 
the 

Ambition is the 


easier to rebuild a business than to reconstruct a reputation, 


average. 


motor of life. but remember it 1s 


eas 


and strict honesty is the corner stone of lasting success. 


And let 


and 


us now for a moment diverge trom the subject 


speak of courtesy in business. It 1s the inspiration 
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that extends the welcoming hand, bids you come inside the 


rail and open the gates of opportunity—a trait to be car 


tully cultivated, whose return comes in the pay 


more pleasant relations with customer and empk 


oruff, discourteous person is like an undecorated radiator 


heat up all right 


that 


Chey under discussion or steam, but 


! | - ’ 
peopt look OT] and him as not Deine entirely His! ec 


and out of harmony with his surroundings Remember, 


motors do their knocking going up hill, men do theirs 


going down. As designers, creators and sellers, we should 
1 , . 

always pilot prospective customers into an easv flown 
current that takes them in the direction they wish to ¢ 


with a lasting friendship at the destination and your nam 


the first to be looked for in the directory on tu 


sion. 


Pherefore, with the greater experience that each veat 


broadening view of increasing membe:! 


shall attain 


vives us and the 


this organization and reflect the best and latest 
ideas and results in construction and business methods that 


| 


a rapidly advancing and improving world demands 


Mav we not take back a messave from this convention t 
those Wie represent that shall ric re , then ents masn t 
1 
association VOTK and Out numbers 


LOST LABOR SURPLUS. 


Essay by J. J. Loughlin, Chicago, Read Before the 





Convention. 

NE of thre muiportant questions of the day \] t 

has hecome ol out labor reserve the urplu ot he i}) 

in all lines upon whom we could draw to take car 
of our greatest needs? Even in banner vears, when out 
maximum business was reached, we seemed to have ft 
cient labor to supply the demand 

This ‘held true in all lines of business \rts, ( 

Manutacturers, Transportation, Financial, Building Trad 


\ericulture and all lines where skilled and unskilled labor 
was employed 

Now the reverse is the case, all lines complain of labor 
shortage and the plumbing protession is no exception 

(hat there is a shortage of skilled plumbers is apparent 


throughout the nation, and even though building operatio: 
have been greatly curtailed by delayed deliveries, tightened 


n loans and other tactors, not 


MOney market, restrictions ( 


enough plumbers could be tound to handle the limited vol 


ume that did go ahead. 

Where have they gone’ ‘The curtailment ot building 
operations during the war torced many to seek employ 
ment in essential lines, and the wages and working condi 
tions were such as to win them away trom their tormer 
trade. Many have never returned to it, and we must con 
sider them lost forever and seek a way to replace them. 

The latest giant enterprise, the automobile industry, has 


attracted many building trade mechanics to that kind ot 


work and is offering many good inducements, evidently 


feeling that it is easier to teach the business to an already 


trained mind. 


The fact that plumbers’ wages have always been highe 


than those paid in other than the building line attracted 
many applicants to learn the trade and accounted for the 
surplus formerly enjoyed. Now the inducements made by 
other lines are such as to offer keen competition to u 
the matter of attracting young men who wish to take up a 
vocation. and if hehooves us to recognize thi fact ind 
bestir ourselves 

As long as labor is scarce, our relations with our emplo 
will continue unsatisfactory, and our only salvation I 
in taking on apprentices, teaching them the busine 
ine through their education, sending them out ourl 
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men and taking on more apprentices, until we have once 


more created a surplus. 
Let every master plumber take at least one apprentice, 
devote some of our time in developing him, give him the 


benefit of advice and turn him out as a finished me 


chanic as 


our 
as possible 

a high school graduate, for the better 
and he will offer better 


soon 
Be sure to select 


educated he is the higher his ideals, 





Louis: Paul Blatchford, Chicago; R. J. 


and Charles T. Byrne, Chicago. 


Thomas J. Sheehan, St 
Weich, Lowell, Mass.., 


competition in later years if he should become a master 


plumber, for we must not forget that the apprentice of today 


the master plumber ot tomorrow. 


“Domestic Engineering” at the Convention. 
light representatives of “Domestic Engineering” were in 


attendance at the convention to do their part in making 


notable success In addition to having an at 
Motor 
established in the Blue Room (though the atmosphere there 
the color at all the 17th 
Hotel, the outstanding feature of 


lixed up for the occasion 


thie evenr#t aA 


booth at Square Garden, headquarters wer 


tractive 


was tat Prom times) Ot floor Ot 


the William Penn 
VAS a SPC ial photograph 


\W hic h 


studio 


Here a leading Pittsburgh photographer was busy day and 
night taking photographs of prominent individuals and the 
different state and local delegations, 75 per cent of those 
in attendance visiting the studio to “look pleasant.” Ice 


cold lemonade was served to quench the thirsts of the hun 


dreds ot visitors \ll the photographs shown ot individuals 


, 2 4 





Booth at Motor Square Garden. 


“Domestic Engineering” 
with two exceptions, and delegations, reproduced in this 
issue, were taken in “Domestic Engineering” headquarters. 
Exterior pictures of manufacturers’ representatives were 
also taken by the Graftlex and Kodak artists in attendance 
Thousands of the well known 
colored balloons distributed throughout the 
convention. A feature at the “Domestic Engineering” booth 


at Motor Square Garden was the bulletin board, on which 


at Motor Square Garden. 


orange were 
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live news was flashed every few minutes. Three page boys 
were also employed during the show to act as messengers 
between the telephone booths and the exhibit. A large re- 
production of a front cover of “Domestic Engineering,” 
with the following declaration of principles, was prominent 
in the background: “With full recognition of the important 
position occupied by the plumbing and heating contractor 
in the business world, and the relation of his work to the 
progress of humanity, our purpose is to aid him in every 
way possible that he may progress with credit to himself 
Miniature 4-page folders, with an iden- 
The representatives pres 
ent for “Domestic Engineering” were F. P. Keeney, H. P. 
C. H. Bishop, editorial department; O. T. 
Winslow. F. S. King and B. @ Hutch- 


and his profession.” 
tical cover. were also distributed 


: 


fermansen and 


( arson, Ie deForest 


ison, advertising department, and R. P. Wettstein, circula 
tion department. 
Personals from Pittsburgh. 
(; Rk. Willamson, of The Mouat-Squires Co., Cleve- 


land, ©., wore his customary good natured smile and dealt 


out handshakes to his many friends. 





Representatives at the Convention: 


Engineering” 
H. P. Termansen and E. G. Hutchison. 
Front Row—F. P. Keeney, E. deForest Winslow, O. T. Carson, 
C. H. Bishop and R. P. Wettstein. 


‘*‘Domestic 
Back Row—F. S. King, 


the entire 


different 


A. N. Fenker man during 


week, as Sloan 
exhibits, and Fenker isn’t happy unless he is talking and 


was a very busy 


valves formed a part of several 
showing them. 

Robert C. and Jas. A. Campbell, of the Pitts- 
burgh othce ot the Wolverine Brass Works, Grand Rapids, 


Mich., seemed to enjoy acting as guides for their friends 


Gormly 


from out of town 
W. L. Deming, 
to Pittsburgh to look over the display at Motor Square 
Garden and visit with some of his old friends. 
B. W. McClymont, Penberthy In- 
jector (o., Detroit. Mich... 
explain the merits of his company’s vaccum generator to 


of the Deming Co., Salem, O., ran down 


assistant secretary, 


never lost an opportunity to 
those interested in heating. 

Charles I. Meyer of the 
Pittsburgh, Pa., should make a good passenger agent after 
his experience in transporting visitors from the hotel to 


[Iron City Sanitary fe. Co., 


the exhibit hall. 

Tom Norton, of Bailey-Farrell Mfg. Co., Pittsburgh, who 
has been a booster for the elaborate exhibit idea from 
the start, seemed fully as pleased at the grand 
success as did any of the committee. 

Philip Haas, president of the Philip Haas Co., Dayton, 


much 
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O., had to be present to make the convention seem fully 
attended. Philip took a great interest in the exhibits 
at the “Garden,” as did L. E. Feldman of the company. 

Tom Boss, the water heater expert of the Anchor Sani- 
tary Co., wore his own original smile and a Palm Beach 
suit. Tom was a great favorite with the ladres, which may 
be accounted for by that immaculate front that he always 
presents in a Palm Beach. 

L. R. Mendelson, Hleater 
Co., Cleveland, O., was accompanied by his charming wite 
Both greeted their many friends and made many new ones. 

Frank S. Sholl, of the enter 
tained delegates and salesmen with his many stories and 
bits of humor which he has gathered from various corners 


president of the Hotstream 


Penberthy Injector Co., 


of the world. 

A. F. Howe and Harry Williams, of The 
Warren, O., motored down from Warren and spent three 
very busy days entertaining friends at their headquarters 
at the William Hotel. 


Jorden Co., 


Penn 





in Front Row, left to right: T. H. Lansdale, American Heater 
Corporation, St. Louis, Mo.; E. A. Krah, Jr., and F. H. Knapp, 
both of the Pittsburg Water Heater Co., Pittsburgh, Pa.;: John 
Lytle, Bailey-Farrell Mfg. Co., Pittsburgh; W. H. Lloyd, Wolff 
Mfg. Co., Chicago.—IiIn Top Row: R. M. Bloom, Trenton Potteries 
Co., Trenton, N. J.; Parker Riddle, Bailey-Farrell Mfg. Co., 
Pittsburgh; J. H. Lamberger, Standard Sanitary Mfg. Co., Pitts- 
burgh; Geo. B. Stewart, Geo. B. Stewart Co., Pittsburgh; W. B. 
Bryar, Bailey-Farrell Mfg. Co., Pittsburgh; J. D. O'Reilly, Stand- 
ard Sanitary Mfg. Co.,, Pittsburgh, and John T. Cripps, Eagle- 
Picher Lead Co., Cincinnati, O. 


“Sy” Martin was on the job passing out a very usetul 
souvenir to each of the delegates. He was compelled to 
leave before the close of the convention to attend to some 
very important matters in Memphis, Tenn. It is under- 
stood that friend “Sy” is about to be “hitched” 
unlike his pipe stand, which needs no hitching. 

H. C. Tabler. of the D. & T. Mfg. Co., St. Louis, was 
much in evidence with his smile handshake. 


Mr. Tabler went to Pittsburgh from Niagara Falls where 


and 1S 


and hearty 


he had spent a few days. 

James F. Traynor of the Crown Die & Tool Co., Chi- 
cago, was among the early arrivals and stationed himself 
in front of the hotel to welcome the different delegations 
Mr. Traynor’s wide acquaintance among 
of the delegates by 


as they arrived. 
the trade enabled him to greet many 
their first names. 


O. N. Fischler, Pittsburgh manager of the Woodward- 


Wanger Co., of Philadelphia, was busy greeting his many 
friends and giving information to out-of-town delegates. 

Raymond Bloom, of the Trenton Potteries Co., is think- 
ing of becoming an aviator since he has become well versed 
in the operation of “Sail Me’s” and yellow balloons. 
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Front Row, left to right: H. B. Pitcher, S. J. Cutting, and H. 
C. Boos.—Top Row: R. J. Maggi, G. Reynar and K. W. Zoeller; 


all of the Curtainless Shower Co., iInc., New York City. 
fhomas Berkstresser. of the Monmouth Plumbing Supply 
Co., of Long Branch, was among the active supply men at the 


convention. 


R. S. Donaldson. of the Reading lron Co. was alway 


busy explaining the merits of cast.iron soil pipe and showed 


moving pictures on the making of it at the entertainment on 
Wednesday evening. 

Herman Bastian, of the Monument Pottery Co., of Tren 
ton, N. J., was on deck, but was somewhat lost without his 


side partner, “Scoop” (,oeke 


H. S. Fife, of the Kitson Co., Philadelphia, is well versed 
in pickles now since he has gone through the Heinz factors 
and tasted seven of the 57. 

J. B. Graham, of the Keystone Supply & Mfg. Co., was here, 
there and everywhere, but mostly “ther 

Kk. C. Hansen, of the Economy Scale Remover Co.. ot 
Chicago Heights, IIL, was a very busy man mingling among 


the delegates and passing out cartridge pencils 
Hemkel Wm. (Bill) J. Hebenstreet, of the 


Cooper Foundry Co., were around the hotel 


John and 


lobby pyre t 


ing their many friends and telling of the new addition to 


this company’s plant in Atchison, Kansas 


ff 


© War 
— 





In Front Row, left to right: Albert L. Altmann, Dimock € 
Fink Co., New York City; Jack Calin, National Tube Co., Pitts- 
burgh; Martin A. Brennan, Geo. W. Helland Co., New York 
City.—In Top Row: W. C. Pfaff, Empire Machinery & Supply 
Corporation, Norfolk, Va.; R. J. Maggi, The Curtainiess Shower 
Co., Inc., New York City, and Robert P. Paul, The Burnett- 
Larsh Mfg. Co., Dayton, O. 
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HO carries on a business without the protec- 
tive factor of fire insurance ° 





Hardly anybody ! 


Then why install heating jobs without insurance against 
small leaks which are far from. profitable if you 
are called back on the job to fix ’em. 


Use a can of SHUR-TITE on that next installation— 
simply pour it into the system when it 1s filled ready 
for test and the smallest leaks will immediately dis- 


appear. 
And, remember —SHUR-TITE Boiler’ Repair 
Cement is a powder fully covered by a guarantee as 
to results. 


Order from your jobber—if he does not 
have it he will get it for you 


SHUR-TITE MFG. CO. : 


CLEVELAND, 
OHIO, U. S.A. 





Mention Domestic ENGINEERING when writing advertisers. 











SANITARY and EFFICIENCY SHOW 
LARGEST and FINEST EVER HELD 





S. A. Patton, Chairman of the 
Sanitary and Efficiency Show 
and Chairman of the General 
Convention Committee. 


John H. Keane, Secretary of the 
Sanitary and Efficiency Show, 
and Secretary of the General Con 

vention Committee. 


bowl to show the average person un 
acquainted with the manufacture of 
this fixture that bowls are not made in 
one piece. In the second space was 
shown a bathroom with a complete set 
of harmoniously arranged fixtures and 
accessories. The latest design in sinks 


he Sanitary and Efficiency Show, 


thirty 
whth annual convention ot the Na 
of Master Plumbers, 
(garden, Pittsburgh, 


ld in connection with the 


tional Association 
Motor Square 
an exceptionally attractive and in 
latest de 


Waid 
structive exhibition of the 
Sanitary and laundry trays appeared in the next 


velopments in- artistic and 

household conveniences. No eftort was C. 6B. Nash, advertising manager of section. In the fourth space the branch 

| k t] reatest how the Standard Sanitary Mfg. Co., Pitts obbi bi vici : ' 

; ake le greatest sho ' ; ‘WwW pi “u- 
_— — = s _ urgh, officiated as treasurer of the San- kouse OF JO bing division drew particu 
f its kind in the United States. One itary and Efficiency Show, and through lar attention to their fresh water sys- 

hundred booths, beautifully decorated, his untiring efforts it was a wonderful tems and electric light and power plants 

displayed plumbing, heating and allied success. As a mark of appreciation, he for the farm. Under the Standard’s 
tf + t} leat was presented with a gold watch and Th h. Pj Butl 

. : l . p< ie c As ; , > ’ of Zw - 

Squares: = ee. — . chain by the exhibitors, the presenta- panei m UM aie OCT, vii - aa 
word in attractiveness, sanitation and tion taking place Saturday evening, & Pierce Manufacturing Corporation, 

convenience, The exhibition had been June 19th The committee in charge of Syracuse, N. Y. showed down draft 
widely advertised, with the result that ne Eee WSS CONUNNE SE Ceneey Lenete boilers and radiation. They also dis 

reat many le filed through th ea Sey, Oe Re Se. 1 pi I I '™ 

a prea Z | eopie Tile iWroug ; : : . ; ayer eC feS anna Sez Ss ‘all- 

ty | | B ) Wilmington Del., George Stewart of | wil —_ ee wa — © _— 

aisles stopping at the various booths, Pittsburgh, and Albert Jost. of the Fort stoning and oxy-acetylene welding 

where courteous and affable attend Pitt Supply Co., Pittsburgh. Mr. Harte made in the Standard’s branch house 

ants explamed the workings and ad was chairman and made the presenta- pipe shop. The Standard Sanitary Mfg. 
tion speech . : y : 

Co. was represented by C. B. Nash, ad- 


vantages of their equipment. Excellent 
vertising manager, S. H. Moon. first 


vice-president, W. C. Chamberlin, general sales manager, J. D. 
Uschopik, general manager of branches, J. H. Lamberger, 
Pittsburgh manager, E. J. Hartman, H. F. Beglen, E. 3 
Coleman, J. A. McDonald, J. M. Shoemaker, B. C. Rutledge 
and Wilbur Harris, all of the Pittsburgh office, together with 
H. A. Bassett, of New York, R. H. Rebele, of St. Louis, and 
Ht. B. Leach, manager of the Youngstown branch. 

Owing to a delay in transmission of mails, we regret that 
we are unable to show the company’s magnificent booths in 
this week’s issue. This is true of a number of other exhibit 
pictures, all of which, when received, will be reproduced in 


music during the afternoons and even 
ings added greatly to the pleasant atmosphere of the 
Master plumbers came to the garden in automobiles provided 
by the Pittsburgh Association, in taxis, and in. street cars 
from the convention hall at the William Penn Hotel. 

It was the largest and best exhibition ever held in connection 
with the Master Plumbers’ convention. and much of its suc- 


cess 1s due to the efforts of the committee in charge, of which 


garden 


>. A. Patton was chairman, aided by John H. Keane, C. B. 
Nash, Jos. A. Weldon, M. R. Ebersole and Jos. T. Sullivan. 
Standard Sanitary Mfg. Co. 

One of the most extensive and attractive of the exhibits 
was that of the Standard Sanitary Mfg. Co., Pittsburgh, 
which occupied four booths, three of which were devoted to 
the manufacturing end. In the first space was displayed a 
‘modern closet bowl in ten pieces along with the complete 
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“Domestic Engineering.” 
Toledo Pipe Threading Machine Co. 
The Toledo Pipe Threading Machine Co., Toledo, Ohio, 
showed the plumbers how to cut and thread pipe of warious 
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B inhomas Savitts SONS 
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Mfg. Co., Pittsburgh, and Reading Iron Co., Reading, Pa.; Center, 


Some of the Exhibits at Motor Square Garden: Top, Bailey-Farrell 
‘“*X"’ Laboratories, New York City, and The 


Central Foundry Co., New York City, and Thomas Savill’s Sons, Philadelphia; Bottom, 
Pfau Mfg. Co., Cincinnati. 








DOMENT I 


‘16 
H12 

i7¢ vith its atest porta aT els tric power devi e> | |) 

. : ; 

Stuart, of the New York office, Clarence A Poop eastern 
representative, S. Thornberry, of the Toledo othce, and 
4 ta ‘ ‘ ‘ ‘ . 

’ \ yvosper explained the workings otf the various ma- 


ines and handed out watch fobs as souvenirs 


Bailey-Farrell Mfg. Co., Trenton Potteries Co., Iron City 
Mfg. Co. and Halsey W. Taylor Co. 


largest and interesting exhibits at 
the 


tlere 


(One ot the most 


colors Oo? the 


the one maintained 
Mig. Co.. of 


equipment 


(;arden was under 


Mailey-Farrell Pittsburgh was to b 


een factory plumbing in enameled ware and 


olid porcelain, vitreous china fixtures for the finest homes, 


vater supply systems, model bathroom, kitchen, and pan 





H. Warne, all of 
Fenker, 


and J. 
and A. WN. 


A. E. Sloan, Secretary C. G. Noble 
the Bailey-Farrell Mfg. Co., Pittsburgh, 


Sloan Valve Co., Chicago 


7 


t! Trenton Potterie-: 


equipment. In one ot the booths the 


(o.. Trenton, N. f.. 
china and pore elain Walt in 


iry Mfe. Co.. Pittsburgh 


showed its latest designs im vitroous 


another, the Iron City Sam 


: } 
displayed a variety of enamele 


- 


with three types 


kitchen, laundry, and bathroom fixtures v1] 
of built-in tubs The Halsey W favlor Co., of Warren 
(>) had one of their “Cantonment” models ot drinking 


fountains set up giving a continuous flow of cold drinking 


water which was greatly appreciated during the hot attet 
noons and evenings. fhe water for the fountain and a 
number of the other fixtures was turnished by a Westco 


the Western Pump Co., o 
Norton, 
brvar, veti- 


Matthe st 


water System, made hy 


Hl. Bailey, president, Thos. ]. 


> 


Noble. secretary, W. B 


; 1.] 
LTR ITCSS 
Davenpart, la (;€0 


ice-president, Chas. G 


eral manager, Carl Devlin, treasurer, ©. B. Craig, 

| Finn, A. E. Sloan, H. J. Bailey, John Bornman, John 
[ytle, and Harry C. Quinn greeted old triends ard mad: 
many new ones for the Bailey-Farrell Co., while Geo. E 
Hoffman, sales manager, Lee Kelley, “Billy” Bapst, M. \W 
lansing, and R. M. Bloom took care of the Trenton Pot 
teries Co.’s interests. For the Iron City Sanitary Mfg. Co., 
\. A. Frauenheim, president, J. A. Kelly, secretary and 
treasurer, and Chas. IF. Meyer extended greetings to the 
trade. B. L. Taylor, tor the Halsey W. Taylor Co., told 
of that firm’s contmuous tlow ice water fountain. 





H. Koper, 


Chas. 
Franklin Gas Burner Mfg. Co., Cincinnati, and C. L. Carpenter, 


W. J. Lodge, Thos. Savill’s Sons, Philadeiphia; 


Chemical Toilet Corporatior, Syracuse, N. Y. 
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Thomas Savill’s Sons. 


“Swan faucets at 


Neck” 


Thomas Savill's 


arrangement ot 
the booth 
Philadelphia, exhibited their wares 
Robert H. Savill and 


repre -entative 


\n interesting 


1 


tracted Sons, 


The firm was well rep 


William J. 


resented by Lodge, special! 
Central Foundry Co. 

ot soil pipe and “F & W” fittings, together with 

literature showing how and where to use them, were on dis 

the Central Foundry Co., of New 

Crotty J. J 


nples 
play in the booth used by 
York City, 


( rottyv. and J } A 


which was represented by W. A. 
Kitchen. 
Reading Iron Co. 


\ large arch of 6-inch wrought tron pipe stood at the 
entrance to the booth of the Reading Iron Co., Reading, 
Pa.. in which was a rack carrying both black and galvan 
ized pipe 3g inches to 2 inches. The arch, pipe and rack 


were brought to the exhibition hall by truck from Reading, 


Pa R. S. Donaldson, special representative for the con- 
cern, gave a talk illustrated with moving pictures on the 
topic otf wrought iron pipe in the ball room of the William 


Penn Hotel on Wednesday evening. F. M. English, district 


sales manager, and H. M. Wentley, were also in attendance 


convention 





Front Row, from left to right: R. J. Donovan, R. J. Donovan 
Co., New York City; Robert G. Savill, of Thos. Savill’s Sons, 
Philadelphia; W. A. Crotty and J. J. Kitchen, both of Central 
Foundry Co., New York City.—Top Row: J. J. Crotty and John 
A. Shoop, both of Central Foundry Co., New York City. 


“X” Laboratories. 
ie a New York City, had a 
well arranged booth in which they displayed boiler “X” and 
auto “X." R. E. Douglas, in charge of the booth, swears 
related to Douglas and that Mary’s isn't his 


| aboratories, ot very 


that he ts not 
wite. 
Pfau Mfg. Co. 
The Ptau Mfg. Co., of Cincinnati, showed an attractive 
line of white copper tanks, seats, and tank trimmings. 
Closet seats and trimmings were also shown in oak and 


Heyl, of Washington, D. C., was in 


mahogany. John K. 
Charles Pfau, president; Edw. Pfau, 


charge of the display. 
vice-president, and Alfred Pfau, director of sales, accom- 
panied by their wives, came to Pittsburgh from Cincinnati 


by automobile. At the booth they handed match boxes to 


the men and stamp cases to the ladies. 
Bareham & Saunders. 
Literature descriptive of their price guide for plumbers 
Bareham & Saunders, 


and steamfitters was distributed by 
took the 


of Rochester, N. Y. Harry J. Bareham care of 


lirm’s interests. 
Speakman Co. 
\ booth that received a great deal of attention was that 
yn which the Speakman Co., of Wilmington, Del.. showed 
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Some of the Booths at Motor Square Garden: Top, The Dover Mfg Co., Dover, Ohio, Bareham & Saunders, Rochester, N. Y., and 
The Dececo Co., Boston; Center, Speakman Co., Wilmington, Del.; Bottom, Kohler Co., Kohler, Wis., and The United Electric Co., 
Canton, Ohio. 
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ite line of showers and industrial brass goods. One shower 
was kept running into a built-in tub, the water for which 
was Western Pump Co. pump. Harry E 
Speakman, treasurer; A. V. Cliff Ma- 
haffey, Harry Harte, and callers 
at the booth and told them 
an interesting chart, showing that 15 per cent of the 


furnished by a 
Gemmill, secretary; 


Eric Roberts welcomed 


all about showers. There was 
also 
private homes in the United States have modern bathrooms, 
*® per cent have antiquated bathrooms, and 57 per cent have 


no bathrooms. 





ot 


Tom J. Smith, Jr., and J. Snyder, both of the United Electric 
Co., Canton, Ohio. 
United Electric Co. 
Considerable interest was shown in the exhibit of “Tuec” 
suction sweepers made by the United Electric Co., of 
Canton, ©O Stationary sweepers of various sizes were 


Smith, Jr., 
Schnyder, 


actual while T. J. 
stationary department, and J. J. 


demonstrated in operation, 


manager of the 
district manager, explained the essential features 


sweepers and why practically every building should 


astern 
ot the 
be equipped with them 
American Tin & Terne Plate Co. 
The ‘Tin Ww lerne Plate Co.. of 
made the initial presentation of the Penn Engineering Co.'s 
post bender and vise to a master 


American Philadelphia, 
patented combination pipe 
plumbers’ convention. They 
manufactured by Thomas Maddock’'s Sons Co., of Trenton, 
N. J. A. S. Anderson and J. H. Frey entertained the vis- 
itors to the American company’s booth with their discussion 


also showed a line of closets 


of the company's display 





E. George Tetrault, Efficient Vise & Wrench Co., Cleveland, O.., 
and John R. Dulany, Chamberlain Co., Pittsburgh, Pa. 


Efficient Vise & Wrench Co. 

W. S. Du Charme, president and manager, and FE. G. 
Tetrault, of the Efficient Vise & Wrench Co., ot Cleveland, 
showed visitors at their booth the essential features of their 
Match away as 


patented tools. boxes were given Sou 


venirs. 

Cement Products Co. 
of Wilmington, N. C., 
disposal. 


showed 
Walter 


The Cement Products Co., 
tank 


their “Sanisep” sets for sewage 
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Boswell, Pittsburgh representative, looked after the com- 
pany s interests. 
The Hughes-Evans Co., Inc. 

The Hughes-Evans Co., Inc., of New York City, showed 
an extensive line of enameled bathroom accessories. W. R. 
Hughes, of New York, had charge of the display. 

Goulds Mfg. Co. 
pumps made by the Goulds 
Y., were displayed by the 


developments in 


Falls, N. 


The latest 
Mig Co ot Seneca 


Pittsburgh representative for the 


Mig. Co., the 


‘Trante ! 





and C. C. Wayne, of Goulds Mfg. Co., 
Seneca Falls, N. Y. 


H. H. Henderson 


Gould company. FE. C. Wayne, assistant manager; H. H. 
Henderson, E. W. Forker and Paul Magnus, of the Tranter 
company, explained the qualities of the various pumps. 

F. J. Hanley, Pittsburgh. 
Hanley, a plumbing and heating contractor of Pitts- 
modern plumbing fixtures, 
Spellman Co., of the same 


F. J. 
burgh, 
which were tiled in by the M. J. 


showed a number of 


city. 
H. Mueller Mfg. Co. 

Plumbers’ brass goods was displayed by the H. Mueller 
Mtg. Co., of Decatur, Ill An interesting feature at this 
booth was a series of pictures showing the manufacture of 
brass goods from the ore mine to the polished fitting. 
This was entertainingly explained to visitors by Fred B. 


Mueller, vice-president; W. N. Dill, eastern manager; C. N. 
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Chas. N. Wagenseller and Otto N. Sherlock, both of the H. 


Mueller Mfg. Co., Decatur, Ill. 
Wagenseller, advertising and Otto H. Sharlach, 
of Pittsburgh, who also gave out toy airplanes as souvenirs. 
Chemical Closet Corporation. 
The “Perfection” chemical toilet was shown by the Chem- 
This company 


manager, 


ical Toilet Corporation, of Syracuse, N. Y. 
also showed drain pipe solvents. C. L. Carpenter, secre- 
tary, and A. J. Gray explained the characteristics of the 
installing this 


septic tank combination and the methods of 


equipment. 
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Motor Square Garden Exhibits: Top, American Tin & Terne Plate Co., Pittsburgh, The Efficient Vise & Wrench Co., Cleveland, and 
The Glauber Brass Mfg. Co., Cleveland; Center, The Hughes-E vans Co., Inc., New York, Sanitary Specialty Co., Newark, N, J.; 
Bottom, Goulds Mfg. Co., Seneca Falls, N. Y., and H. Mueller Mfg.Co., Decatur, Ill. ; 
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Troop Mfg. Co. 
iter heaters m various sizes were on 
exhib the booth maintained by the Troop Mtg. Co, 
t Pittsburg [The eleven heaters arranged in a semi 
lf attract ( display Troop radio burners 
cted up and in use were a feature of the exhibit 
Adoly ecler, general manager lohn G. Garbart, Wilham 
Hf. Barr, and Harry Fullerton greeted the visitors 
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i 
P. L. Laughlin, Central Tube Co., Pittsburgh; H. E. Fullerton, 
Troop Mfg. Co., Pittsburgh; H. N. Rudderow, Universal Septic 

Tank Corporation, Beaver Falis, Pa. 
Fort Pitt Supply Co. 

he | ' litt Supply { o., of Pittsburgh. displayed high 
rrade 1] ith tubs manufactured by the U. S. Sanitary 
Mig Co fhe enameled tron controlling valves received 
msiderable attention. George W. Young, Albert Jost and 


Sal e] * role repre se nted the COTMpany., 


Anchor Sanitary Co. 


the Anchor Santtary Co., of Pittsburgh, had a very ex 
tensive exhibit at the Garden, which included the product 
of severa lanutacturers. The Thomas Maddock’s Sons 
renton, N. J., had a very attractive display of high 
yrade vitreous china ware. J. I. Batley, president; Harry 





‘- 


Clark, A. C. Fehr, W. L. Endras, W. G. Simpson and S. F. 
of Anchor Sanitary Co., Pittsburgh, Pa. 


W. H 
Richards, all 


Link, S. I. Richards, Edw. Smith, Thomas C. Dunn, A. C 
Fehr, Walter Donhauer, Thomas R. Boss, William Simpson, 
nd \A. H. Clark, capably represented the Anchor company. 


president and general manager; 
Bulkeley, 


Maddock, 


advertising 


While Archie M 


Sullivan. manager: F. F, 


I-dmund Henry, New England representative, and John 
Ky K I] S eeted frie nds and visitors for the Maddoc! 





and Edw. J. Smith, Anchor Sanitary Co., 
R. M. Miller, Crane Co., Chicago. 


Dauenhauer 
Pittsburgh; C. R. Peterson and 


W. J. 


Pottery Co., of Trenton, N. ] 


MIonument 


COT) pall\ é 
also showed a line of porcelain ware Its very attractive 
display was in charge of Ilerman Bastian. The American 


Hleater Corporation, of St. Louis. showed a number of 
Walter G. Henning, president: W. F 


general manager, 


its automatic heaters 


Stewart, vice-president and and Thomas 
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H. Lansdale pointed out the simplicity of the heaters and 
their practicability for the plumber. The Graff Furnace 
Co., of Scranton, Pa., exhibited a line of “Faultless” com- 
fort furnaces and ranges, whose merits were pointed out 
by E. J. Connors. W. J. Quigley, of Buffalo, told of the 


shown by the Gurney 
Boston. In the Anchor Sanitary Co.’s 
seen electric water heaters made by 


‘o., of New York City, and Bryant 


Heater Mfg. Co., of 


hooth were also to be 


the Aqua Water Heater ( 

heaters. In fact. one of the most interesting features of 
display was a Gurney coal boiler connected up with a 
Bryant gas boiler. The Iron City Sanitary Mfg. Co. had a 


] 


hooth under the banner of the Anchor San- 


very attractive 
Wmary Co., though they Were also represented in the Bailey 
Farrell Mtg. Co.'s display 





M. Dinkler, both of the American Brass 


Co., Waterbury, Conn. 


H.-L. Kilborn and A. 


American Brass Co. 

(he American Brass Co., of Waterbury, Conn., displayed 
in extensive line of brass, copper, and nickel silver in the 
various forms of sheets, rolls, strips, tubes, rods, bars and 
It was an attractive display and very capably handled 
Foote, Pittsburgh agent; A. M. Dinkler, of 
and H. L. Kilborn, of the Benedict & 
Burnham Waterbury, Nickel name plates 


handed to visitors as reminders. 


wire 
by Truman 5. 
\nsonia. Conn., 


branch, (Conn. 


were 





Sanitary Earthen- 


John A. Moore, 
ware Speciality Co.; Wm. J. Bapst, Lee M. Keller, Trenton Pot- 


Front Row, left to right: 


George E. Hoffman, Trenton Potteries 


teries Co.—In Top Row: 
Thomas 


Co.: Jos. T. Sullivan and Edmund Henry, both of the 
Maddock’s Sons Co.; ail of Trenton, N. J. 


Wolff Mfg. Co. 
The Wolff Mtg. Co., had an interesting dis 


into two 


of Chicago, 
rooms. one for earthenware and th 


other for enameled iron. Built-in bathtubs and other plumb 
Considerable 


ing fixtures of pleasing design were shown. 
attention was displayed on the part of the visitors in th: 


play divided 
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Exhibits at Motor Square Garden: Top, Troop Mfg. Co., Pittsburgh, and Fort Pitt Supply Co., Pittsburgh: Center, Anchor nitary 
Co., Pittsburgh; Bottom, Wolff Mfg. Co., Chicago, and The American Brass Co.. Waterbury, Conn 
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enameled iron receptor in connection with one of the 
showers being shown Representing the company were 
William T. Brace, sales manager; C. M. Hiubbeler, and 


all of the Chicago office 
Humphrey Co. 
fhe Humphrey Co., of Kalamazoo, Mich., 
decorated booth at which they were prepared to show an 
heaters, but their shipment 


William Lloyd, 


had aA well 


line of Humphrey 


f xtensive 


vas lost on the came through 


finally 


road (One heater 





S. E. Chubbuck, 
Hoffmann & 


Kohler Co., Kohler, Wis.; 
Mich.; E. C. Regester, 
Milwaukee, Wis. 


A. W. Mahlendorf, 
Humphrey Co., Kalamazoo, 
Billings Mfg. Co., 


With this sample of the company’s products, S. E. Chub- 

buck “carried on” and met the visitors to the booth as 

cheerfully as though he had a carload of heaters on display. 
Pittsburg Water Heater Co. 

The Pittsburg Water Heater Co. in booth No. 15 fea- 
tured its latest type of bungalow heaters and its automatic 
storage combinations. This company had a banner 
strung across the street-in front of the exhibit hall welcom- 
ing the master plumbers and inviting them to its booth, 
Where George W. Swaska, Frank H. Knapp, F. C. Wells, 
and H. M. Mentzer told them something about heaters. 

Cooper Sanitary Mfg. Co. 

[he Cooper Sanitary Mtg. Co., uf Philadelphia, showed an 
attractive line of closed combinations, whose merits were 
explained to the callers by Frank T. Merwin, 
Jack Detroit; Frank Burt, of 
and Dale Allen, of Philadelphia. A display of 
was also in 


also 


interested 


president: Gibson, of Ports- 


mouth, O., 
evidence. All 


enamel cleaners and solvents 


visitors to the booth were Riven pencils as souvenirs. 





Frank Burt, John F. Gibson, President F. T. Merwin and Dale L. 
Allen, all of the Cooper Sanitary Mfg. Co., Philadelphia. 


Harris Pump & Supply Co. 

4 display that was particularly interesting to suburban- 
ites and farmers was to be found in the booth maintained 
by the Harris Pump & Supply Co., of Pittsburgh. Here 
were to be seen systems for providing running water for 
farms and suburban homes operated by electric motors. <A 
pump furnishing 30 gallons per minute for swimming pools, 
electrically driven, as well as ordinary hand pumps were 
Deming “Marvel” electric pumps were a conspicu- 
For the Deming Co., H. E. Stiver, 


shown. 
ous part of the display. 


advertising manager; W. C. Fording, and W. L. Deming, of 
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Salem, Ohio, kept visitors interested and greeted their 
many friends. W. G. Evans, George Rhodes and George 
Selby represented the Harris Pump & Supply Co., dis- 


tributors in Pittsburgh for the Deming Co. A six-inch 

aluminum rule was given out from this booth as a souvenir. 
Compound Injector & Specialty Co. 

Garage drainage systems and other special sanitary safe- 

guards were placed On exhibition by the Compound Injector 

Geo. B. Barron, S. B. Ruff and 


& Specialty Co., of Chicago. 


: =" 
wee 


T. F. McQuillan, Stanley B. Ruff and George B. Barron, all of 
Compound Injector & Speciality Co., Chicago. 


T. F. McQuillan, of the home office, were there to meet 
their friends and to explain the qualities of the company’s 
products to the uninitiated. 

National Tube Co. 

J. M. Denney was ever ready to tell about the merits of 
the National Tube Co.’s pipe, samples of which were on 
display in that company’s booth, together with pictures and 
bulletins describing various operations in the manufacture 
of “National” pipe. The “National” welding-scale free pipe, 
as produced by this company, had the additional advocates 
of W. L. Schaeffer, advertising manager; J. L. Smith, C. M. 
Tea, and E. E. Keller. 

Government Exhibit. 

The United States Government had two very interesting 
booths. At one the Department of Agriculture showed a 
miniature representation of a model farm arrangement, with 
literature descriptive of the same, and at the other, the 
tureau of Mines gave out literature relative to the con- 


servation of natural gas. M. A. Oliver, in. charge of the 





Trenton, N. J., 


Maddock’s Sons Co., 
and H. E. Kerr, Cleveland Gas Burner & Appliance Co., Cleve- 
land, Ohio. 


F. F. Bulkeley, Thos. 


booth, explained why gas should be used only in appli- 
ances designed for it. Gas boilers, stoves, furnaces, rad- 
iators, and reflectors were used to illustrate the principles 
involved. 

Hercules Chemical Co. 

At the booth maintained by the Hercules Chemical Co., 
Inc., New York, were shown pyramids of that company’s 
drain pipe solvents whose merits were explained in attrac- 
tive literature. J. Stahl, president, and A. Stahl greeted 


the visitors to the booth. 
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Mich., and Pittsburg Water Heater Co., Pittsburgh; Center, 
Bottom, National Tube Co., Pittsburgh, 


Kalamazoo, 


Cooper Sanitary Mfg. Co., Philadelphia, and Compound Injector & Specialty Co., Chicago; 
and Hercules Chemical Co., New York. 


Exhibits at Motor Square Garden: Top, Humphrey Co., 
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Porcela-Radax Co. 


— , ' ) | 
lhe Porcela-Radax Co., of Pittsburgh. displaved eanm? 
compounds tor bathtub, closet, tiling, ete. G. A. Kelvine 
‘ | 
fon, assistant treasurer, was in atte ndance at the booth 


George G. Semans & Sons Co. 


\n mteresting lime ot revulatinge and reduciny valves, 
iy nozzles, domestic service heaters. and gas radiation 





Martin A. Brennan, Geo. W. Heiland Co., New York City: 
John T. Fitzsimmons, President of Plumbing Sales Co., Chi- 
cago. 
was shown by the George G. Semans & Sons Co. of Pitts- 
burgh, whose interests were in the hands ot Ek. ©. Semans, 


Ssemans, Manager, 


Haynes Selling Co. 


secretary. and (5. G: 


Haynes adjustable modulating valves, Hoffman venting 
valves, and Hoffman equalizing loops, were the special 
articles of interest shown by the llaynes Selling Co., ot 
Philadelphia Those greeting visitors to the booth were 


(. V. Haynes, president; Raymond E. Jones, sales engineer, 
and John M. Sewell, heating engineer. 

Loomis-Manning Filter Distributing Co. 

hltering devices for private homes were shown in 
Filter dis 


Water 
the booth maintained by the Loomts-Manning 
Philadelphia. Geo. H. 
busy explaming the merits of the company’s filtering equip 
ment, particularly that of the new hot water filter and cir 
water 


tributing Co., of Powell was kept 


culator which ts a new idea tor clearing dirty hot 


lhe Bastian-Morley Co. provided the heater used in the 
demonstration, and that company’s interests were taken 
care of by Wm. A. Bowers. 
H. P. Martin & Sons. 
“Sy” Martin enlightened the still uninitiated in the merits 
of the Martin portable vise stand and pipe bender, manu 





and G. A. 


Ky., 
Kelvington, Porcela-Radax Co., Pittsburgh, Pa. 


Sy Martin, H. P. Martin & Sons, Owensboro, 


\I irtiq A VXOTLS, ot (Jwensboro. kK \ 


handed out watch fobs and_= six-inch celluloid 


tactured = by If }’ 
also 


co. and said that it was the best he could do since 


ast 
tteita 


ne tampered with the constitution 


Peerless Selling Co. 


Selling Co. of Evansville. Ind... 


he Peerless displaved a 
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complete line of vitreous water closet combinations. The 


f the fixtures were interestingly explained by Harry 


merits ¢ 


_ 


the Philadelphia office. 
James B. Clow & Sons. 
B. Clow & 
med booth, where W. J. 
Allen, 


b. lentz. of 


well de- 
and 


Sons, of Chicago, had a very 


Spillane, sales manager, 


advertising manager, pointed out the par- 


ee: 


+ 
Soe Po a re Lat aah 


. 


H. C. Schirm, Fred C. Brooke and Fred Brown, of Rayder 
Products Co., Philadeiphia, Giving a Practical Demostration 
with the “Transmit-O-Phone,”’ The serious look on Mr. Schirm’s 
face is justified, as he is anxiously awaiting a verdict of paraly- 
sis of the solar plexus, chickenpox or prohibitionitis. 
ticular features of the “Gasteam” radiator, “Hygeia” stream 
fountain, “Jetrie” and “Utillus’ 
A concealed moving picture machine showed pic- 


pedestal closet, factory 
bowls 
tures on a screen at the side of the booth giving some otf 
the history of the company’s products. 

Vulca Sales Co. 

The Vulea Sales Co., of Pittsburgh, distributors for the 
Rayvder & Hamilton Co., of Philadelphia, demonstrated the 
use of the “Transmit-o-phone” in locating stoppages and 
leaks. The use of this instrument for the plumber was told 
by I. C. Brooke; H. C. Schirm, and Fred Brown. 

George B. Stewart Co. 

\t the booth maintained by the George B. Stewart Co., ot 
rittsburgh, were Hoffman heaters otf various 
sizes, manufactured by the Hoffman Heater Co., of Lorain, 
Ohio. 
heaters for homes and garages and one Bacon convertible 
the Bacon Heater Mfg. Co., of Cleveland, 
manager for the Hoffman 


shown six 
The company also showed four of its own make of 


boiler, made by 
(). Mr. Johnson, advertising 


company, met old friends and made many new ones. 
(;eorge B. Stewart, manager: C. E. List, and W. C. Nie- 
baum took charge of the Stewart company’s interests. Very 





» & and Clarence A. Popp, all of 


Thornberry 
Toledo Pipe Threading Machine Co., Toledo, O. 


F. D. Stuart, 


black imitation 
this company. 

A. M. Byers Co. 
fhe Wall Between 


hat attracted people to the 


with 


lye Ok he 


vere given out hy 


Peace and Trouble.” read tile Sig 


exhibit arranged by the A 


Pittsburgh. Keconstructed walls exposin 


(Oo. Oo] 
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IME PEERLESS SELLINY GO, 
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Booths at Motor Square Garden: Top, George B. Stewart Co., Pittsburgh, and Bowman Supply & Mfg. Co., Pittsburgh; Cente: 
James B. Clow & Sons, Chicago; Bottom, The Toledo Pipe Threading Machine Co., Toledo, Ohio, and The Peerless Selling Co., 
Evansville, Ind. 
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pipe ordinarily hidden were designed to show the impor- 

installing a high grade of pipe. N. S. Bowland, 

advertising manager; W. S. Leech, S. V. McClelland, and 

». D. Herron, explained the reason for using Byers pipe. 
The Chamberlain Co. 


and 


tance of 


howls 
the 


( loset 


out at 


Clear with “Desolvo,” { lean 


“K-K” 


stoppages 


with was the friendly information given 


che 


Front Row, from left to right. 





M. M. Scott, C. S. Means and 
Robert B. Beitel and Jas. W. Barber: 


Pittsburgh. 


P. O. Minor.—Top Row: 
alli of the Ruud Mfg. Co., 
Pittsburgh, 


booth maintained by the Chamberlain Co., of 


where leather match box holders were handed to interested 


callers. John R. Dulany was in charge. 
Ruud Mfg. Co. 

The Ruud Mfg. Co., of Pittsburgh, had an exceptionally 
good display of its automatic water heaters. This com- 
pany also showed one of its two-bushel size gas fire in- 
cinerators The merits of the exhibit, which included 


eighteen heaters of various sizes, were explained to visitors 

by J. C. Knox, J. R. Forthman, M. McClellan, W. H. Reuter, 

R. B. Beitel, James W. Barber, K. B. Schmitz and Mr. 

; Cigarettes were given as pleasant reminders. 
Crane Co. 

of Chicago, had a very interesting display, 

In one compartment 


Bunge. 


(rane Co., 
which was divided into two sections. 
was shown a model, up-to-date bathroom with built-in tub 
and shower, noiseless closet, porcelain footbath, enameled 


finish bathroom scale. and all white bathroom accessories. 


In the next compartment was a display of high grade lav- 
atories, shower and other specialties. C. R. Peterson was 
in charge of this department. In the steam department 


was a boiler in actual operation showing the automatic 
Crane tilt-trap system of returning condensation to the 
boiler. A Kewanee smokeless boiler was used in connection 
with this demonstration. In addition the company showed 


a E7HERns | 
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Good Mfg. 


and W. F. Cotter, both of the 


F. Biedermeister 
Co., New York City; Geo. W. Young, Vice-President, and Sam- 


uel Poole, both of the Fort Pitt Supply Co., Pittsburgh, Pa. 


various other steam valves and boiler trimmings. L. Wolff, 
R. M. Miller, and T. K. McKnight entertained. 
W. A. Case & Son Mfg. Co. 

“Vitro” closet combinations, manufactured by the W. A. 
Case & Son Mfg. Co., of Buffalo, were exhibited by the 
Bowman Supply & Mfg. Co., Inc., of Pittsburgh, in a very 
attractive booth in charge of C. D. Hodgdon. William H. 
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Griffin, of the Case company, were also 
holders, and cigars were distrib- 


Lavier and R. L. 


present. Bronze match 
uted during the week. 
Hoffmann & Billings Mfg. Co. 
An interesting booth was the one maintained by the 
Hoffmann & Billings Mfg. Co., of Milwaukee, Wis. E. C. 


callers at the booth in Niedecken 


interested 


Regester 





Maurice Hirshstein, S. W. Goldman, Secretary-Treasurer; Jo- 
seph Hirshstein, President; W. G. Solomon, Eastern Manager, 
all of Josam Mfg. Co., Michigan City, Ind. 


showers and bath supplies, built-in bathtubs, and bath con- 

trol. There were different types for hotel, apartments, and 

private homes. The steam mixer for factory and steamship 

use was being shown for the first time at a national con- 

vention. The display included a large mixer for a battery 

ot showers for use in hospitals, asylums, and similar places. 
Josam Mfg. Co. 

An extensive line of the latest developments in drains 
was shown by the Josam Mfg. Co., of Michigan City, Ind. 
old friends at the booth and 
proudly mentioned the fact that his son, Maurice, now 
fifteen, making his fourth appearance at master 
plumbers’ national conventions. S. W. Goldman, of Cleve- 
land, and William G. Solomon, of New York, were also in 
attendance in the interests of the Josam company. 

Joseph A. Vogel Co. 

The Joseph A. Vogel Co., of Wilmington, Del., displayed 
a line of its automatic frostproof factory, school and com- 
fort station closets. KF. A. Webb told visitors all about them 
and handed out cartridge pencils and little hand mirrors. 

Odorless Incinerator Co. 

The Odorless Incinerator Co., of Philadelphia, held their 
first convention exhibit of their “Little Giant” odorless in- 
types were shown, and their operation 
Brittain, of Pittsburgh; M. A. 


Joseph Hurshstein greeted 


was 


cinerators. Four 


explained by W. E. 


Was 





D. Ruppel, W. E. Brittain and C. E Schissier, 


M. A. Eberle, H. 
incinerator Co., Philadelphia. 


all of the Odorless 


Tracy, of Philadelphia; M. A. Eberle, of Philadelphia, and 
C,. E. Chissler, assistant manager. 
Dececo Co. 

An attractive line of all white china closets, lavatories 
bath tubs, and trimmings was shown by the Dececo Co.,, 
of Boston. Of special interest was their “china cased” trap 
in connection with the All-White China lavatory, in which 
the trap was concealed by telescoping china casings, and 
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“ JOSEPH A-VOGEL CO 


WILMINGTON DEL ST Lows. 





MPANY 





Displays at Motor Square Garden: Top, The Chamberlain Co., Pittsburgh, and Hoffmann & Billings Mfg. Co., Milwaukee; Center, 
Ruud Mfg. Co., Pittsburgh, and Crane Co., Chicago; Bottom, The Josam Mfg. Co., Michigan City, Ind., and Joseph A. Vogel Co., 
Wilmington, Del. 
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ey lavatory itself was supported by concealed brackets 
fastened to the wall Alfred Rogers, and A. W. Chamber 
ain, ot the home othce, looked atter their interests 
You Can Be Sure Partai 
Farm lighting plants and tresh watet supply Systems were 


hown by the Fairbanks Co., as well as the Fairbanks scales 
of satisfactory results by in- \\) R. Ward and ©. D. Strong appeared for the company 
stalling the 


L. B. Ball Cock 


in every tank, high or low. 





WEVA FAIRBANKS Connery ae 
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5. 


Easy to install because it fits 
any tank. 


Finder Point Screw releases 
all parts. 





Made of steam bronze. 

All moving parts work 
smoothly and wear evenly. 

BETTER BE SAFE THAN 
SORRY. 

Use the L. B. Ball Cock in 
the first place and avoid tank 
troubles. 


Write for Special Offer. 


L. B. Brass Co. 
Kelly, of the Kelly Controller Co.., 


Bottom Supply for M \t the same booth I. J. 
High Tank Peabody, ass. of Chicago, explained the essential features of Kelly con 


trollers. Littl O. K. Calendars were distributed. 
Lawson Mfg. Co. 


White and grav enameled water heaters and attractive 


Booth of The Fairbanks Co., New York. 























odorless room heaters caused considerable interest in the 
exhibit shown by the Lawson Mfg. Co., of Pittsburgh. L. | 
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Vacuum Air Line System. 
Two-Pipe Vacuum System. 
Perfect heat without noise, leakage, 


damage or waste. 
The biggest forward step in the 


3 he 
? 


science of steam heating. 
Preferred and endorsed by leading 
architects and heating engineers. 






McAlear Thermo Vent Au- 
tomatic Air Valve. 

So designed and construct- 
ed that no adjustment is 
necessary either at factory 
or on the job. Cannot be put 
out of order. Fool-Proof. 

Used with the McAlear 
Vacuum System oor any 
other air line vacuum or drip 
pipe work. 












RECLASTER HERE | 


= 


No. 22 





: McAlear Automatic Vacuum 
-umMp. h 
Adaptable to all kinds of steam Booth of Lawson Mfg. Co., Pittsburgh. 


—— systems, new or old. . . 
, ~ a -acting. Simple. Econom- iwson, vice-president; J. T. Hobbs, and Paul F. Campbell 

Requires 80% leas power than any pon ted out the special features of Lawson heaters. 
other pump doing same work. 

The ONLY pump that has for Its Good Mfg. Co. . . 
power pliant a thermostatic motor The Good Mfg. Co... of New York Citv. maintained an 
actuated by temperature of steam as , 
and water. tt! i{ tive double hooth if Wiech the Pr cove ess oTfF Nn aking Tilt 
Write for Book, “25 Years of Know ber goods was shown. from the forest to the tinished prod 

How.”’ it’s free. 
ict \ chart was also displave d showing consumers wast 


The McAlear Mfg. Co. eg | tia ania siecle aaeeeiaal 
ot water, due to impertect rubber goods ne compan 


1901-7 S. Western Ave. CHICAGO 


new hard rubber float was introduced by N. H. Walker and 
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W. F. Cotter, of the Pittsburgh office, and F. Biedermeister, 
of New York City. The Misses Pierce and Kearney, of the 
New York office, served fruit punch to the plumbers’ wives, 
while cigars were given to the men. 

Universal Septic Tank Corporation. 

The Universal Septic Tank Corporation, of Beaver Falls, 
Pa., showed its “Universal” septic tank outfit and distrib- 
uted literature explaining the “L. R. S.” system of dispos- 
ing of sewage with or without running water. The method 
of installing the Universal steel re-inforced concrete tank 
and its practicability were explained by G. A. P. Bowman, 
president, and H. N. Rudderow, of the Pittsburgh office. 











Exhibit of Universal Septic Tank Corporation, Beaver Falls, Pa. 


Sanitary Engineering Co. 

The Sanitary Enginering Co., of Pittsburgh, displayed a 
large chart showing the method of installing their “Sani- 
tank” for sewage disposal, and also gave out literature ex- 
plaining the merits of the system. 


“et % aw of 
as hae, eater Pie 


ee te ee ee 
i, 





Exhibit of Sanitary Engineering Co., Pittsburgh. 


Penna Automotive Corporation. 
“Lalley Light and Power Plants,” “Paul” water supply 
systems, and Robbins and Meyers electric motors, all] in 


DOMESTIC ENGINEERING 


625 








Save Coal 
By Keeping Air Out of 
Radiators and Pipes 






Penberthy List Price 
Hydraulic 

Vacuum $45.00 
Generator 


The owners of heating systems are in- 
terested in making their supplies of coal 
reach as far as possible. You can help 
them to save 20 to 35% on coal bills and 
win their good will by installing the 








Hydraulic Vacuum Generator 


This simple and inexpensive device can 
easily be attached to return line and oper- 
ates by city water pressure. Costs virtually 
nothing to operate. 

It pulls the air from radiators and pipes 
and causes steam or vapor to circulate, so 
that entire heating system gives quicker and 
more efficient service. Eliminates water 
hammer. Discharges foul air into sewer. 

You can guarantee satisfactory operation 
on old and new jobs where you use this 
generator, and make good profits. 


Your jobber is a 
Penberthy representative 


Penberthy Injector Company 
(Established 1886) 
DETROIT, MICHIGAN 


New York Depot 
71 Beekman St. 


Canadian Factory 
Windsor, Ont. 


The Penberthy Automatic Cellar Drainer gets rid 
of surplus water anywhere and everywhere. 
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Three Sizes in One 


It is not nec essary to carry nine sizes of tank 


bulbs in stock if you use 


BOZEMAN 


Natural-Seat 


Tank Bulbs 


They are made in three sizes only—small, 
medium and large—and each size fits three 


or more sizes of outlets. 
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Patented Aug. 12, 1919 


A feature that assures long life for the Boze- 
man Bulb is that it forms a natural seat without 
having to change its normal original shape, and 
therefore will not swell or elongate. 


Makes a water-tight joint instantly. Operates 


positively and with ease. 


Made of best quality rubber, reinforced 
medium hard top, soft pliable bottom with V 
or wedge-shape seat, which allows greater 
waterway for discharge through overflow, hence 


preventing stoppage of overflow pipe. 


Carry the three sizes of Bozeman Bulbs in 
stock and you are equipped for any job. While 
they last longer and are worth more than others, 
they do not cost more—in fact you reduce your 
investment by carrying smaller stocks. 


If your jobber cannot supply 
you, order from us direct. 


Write for descriptive booklet 


Bozeman Manufacturing Co. 


312-14 West Redwood Street 
BALTIMORE, MD. 
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full operation, were shown at the booth assigned to the 
Penna Automotive Corporation, of Pittsburgh. Electric 
sweepers, washing machines and irons were also shown 


Hi. W. Curtis, general manager: V. Verna, sales manager, 


and F .W. Faas, pointed out the particular advantages ot 


the appliances shown. 


GAS: COAL 


Si ee 





ee 
Display of Franklin Gas Burner Mfg. Co., Cincinnati. 


Franklin Gas Burner Mfg. Co. 

The Franklin Gas Burner Mfg. Co., of Cincinnati, O., 
demonstrated its quickly removable gas burner in connec 
tion with a “Homer” furnace and an “Arce” boiler. In 
teresting demonstrations were given by President Harry G 
Franklin and Chas. H. Koper. 





j a j 
Merle A, Smith and John L,. Rice, Eastern Clay Products Asso- 
ciation, Akron, O. 


Eastern Clay Products Association. 

The Eastern Clay Products Association maintained a 
booth in which John L. Rice, Field Commissioner, assisted 
by Merle Smith, discussed sanitation for rural districts 
George T. Tefft also explained how better sanitary con 
ditions may be brought about in rural territories by thr 
use of clay products. 

Ingold & Ingold, Inc. 

Ingold & Ingold, Inc., of Pittsburgh, showed two pipeless 
furnaces manufactured by the Homer Furnace Co., 0! 
Coldwater, Mich. 
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The Vaile-Kimes Co. 

[n a very attractive booth, The Vaile-Kimes Co., 
Ohio, showed its line of water supply systems of the latest 
Gasoline and electrically driven pumps for both 
shallow and deep The 
merits of the pumps were entertainingly dicussed by George 
G. Gebhart, R. Mumma, 
service manager, and B. L. 
treasurer, who also explained the company’s new co-oper 


Dayton, 


types. 


wells were shown in operation. 


district sales manager; George 


Stanze, secretary, and assistant 


ative selling policy to the master plumbers. 





; 
ti: 
George R. Mumma and Geo. G. Gebhart, of the Vaile-Kimes Co., 
Dayton, Ohlo. 





~~ 


B. Ryan Co. 

At the booth of the B. Ryan Co., of New York City, 
E. M. Youngman explained to the spectators that the Jarvis 
would make standard tank water 
Bernard Ryan, manager of the company, 


“Thermoflash” any gas 
heater automatic. 


was also present at this initial presentation. 





W. C. Niebaum, of Geo. B. Stewart Co., Pittsburgh, and B. Ryan, 
President of B. Ryan Co., New York City. 


Consolidated Utilities Corporation. 
“Matthews” light and power plants manufactured by the 
Consolidated Utilities Corporation, of Chicago, were shown 
in full operation at the Standard Sanitary Mfg. Co.’s job- 
bing division booth. Carl G. Crantz, secretary and treas- 
urer of the Consolidated company, was the interesting advo- 


cate of that company’s products. 


"tae 





Paul A. Snelsire and J. Fiynn Kirkpatrick, both of the Peerless 
Foundry Co., Pittsburgh, Pa. 
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LAY TO STAY 
WITH 
VITRIFIED CLAY! 


Too many homes in every locality 
are as yet unconnected w ith street 
sewers. 

The national advertising of the 
Clay Products Association is de- 
signed to help correct this deplor- 
ably insanitary condition. 

At the same time it emphasizes the 
fact that nothing in the soil, air or 
sewage can disintegrate, rust, rot or 
pierce Vitrified Clay Pipe. 

It has been proved definitely that 
this pipe, when laid by skilled me- 
chanics as carefully as other pipe, 
is Jaid to stay. 

Write for the new A.S.'T. M. 
specifications covering the latest 
methods of laying pipe. 


PRODUCTS ASSOCIATION 


PITTSBURGH 


CLAY 


(CHICAGO 


Sewer Pipe and House Drains 
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INSURANCE 


for Hot Water Boilers 


Absolute safety is assured on 
all hot water boilers equipped 
with the 


DONNELLY 


Hot Water 


Relief 
Valve 


[t is extremely simple in construction 
and positive in action. Will not stick 
or corrode from dirt, sediment and 
water. Tested to 150 lbs. water pres- 
sure and guaranteed not to reseat. 
To insure best results, connect to 
piping on top of boiler and pipe ex- 
haust to nearest tank or open fixture. 
When installing, it is an easy matter 
for the plumber to make proper and 
permanent adjustment. 





The 


DONNELLY 


Automatic 


Vacuum Valve 


prevents collapse and sy- 
phoning of hot water boilers. 
Comes to you all set up ready 
to install. Can be used on 
closed tanks, vats, etc., where 
a vacuum is likely to occur. 


Baa 
‘ 
* 





Better be safe than sorry—include 
DONNELLY valves on all your hot 
water installations. 


Write for descriptive matter 


DONNELLY MFG. CO. 


29 Mills Street Malden, Mass. 
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Burnett-Larsh Mfg. Co. 

A great deal of interest was shown in the attractive dis- 
play made by The Burnett-Larsh Mfg. Co., of Dayton, O., 
where various sizes of “Duro” water systems with the 
latest developments were shown. The company was repre- 
sented by Sales Manager C. A. Kuebler, R. P. Paul, W. J. 
Lantz, H. I. Field, and T. J. Gilbraith. Whistles, pencils 
and balloons were given to visitors at the booth. 





In Front Row, left to right: John Carry, Carry Supply Co., 
Baltimore, Md.; J. F. Kelly, Thos. Maddock’s Sons Co., Tren- 
ton, N, J.; W. J. Lantz, The Burnett-Larsh Mfg. Co., Dayton, 
O.; M. J. Daly, M. J. Daly & Sons, Waterbury, Conn.—in Top 
Row: B. W. McClymont and Frank S. Scholl, both of the Pen- 
berthy Injcctor Co., Detroit; W. Fraser Stewart, American 
Heater Corporation, St. Louis, Mo.; Jas. F. Traynor, Crown 
Die & Tool Co., Chicago; R. S$. Donaldson, Reading Iron Co., 
Reading, Pa., and W. M. Kingsbury, Cleveland, O. 


American Radiator Co. 

The American Radiator Co.’s booth had a well arranged 
display, including its type ‘‘A” Ideal boiler, Ideal Arcola 
bungalow heater, Arco Wand vacuum cleaner, and Corto 
radiation, laid out by Mr. Houten, of the New York office. 
M. R. Ebersole, assistant advertising manager, from the 
Chicago ofhce; E. M. De Walt, E.-R. Marshall, and H. J. 
Kerr, of the Pittsburgh office, met visitors at the booth. 
F. M. Foye, general field manager for the Honcywell Heat- 
ing Specialties Co., of Wabash, Ind., was also in the Amer- 
ican Radiator Co.’s booth with temperature regulators. 





E. R. Marshall and H. J. Kerr, both of the American Radiator 
Co., Chicago. 


J. L. Mott Iron Works. 

Hospital fixtures attracted considcrable attention to the 
exhibit shown by The J. L. Mott Iron Works, of Trenton, 
N. J. The “Cool Stream” drinking fountain quenched the 
thirst of many a visitor, and then the “Imperial” porcelain 
and enameled iron built-in tubs and other plumbing fixtures 
held his attention. The Mott company also featured the 
“Leonard” thermostatic mixing valves for the baths and 
the vitreous china lavatories entirely supported from the 
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wall, as well as the Mott floor valve for closets. E. L 
Penfrase, assistant sales manager, of Trenton; Louis J. 
Zurbuch and Anna M. Durning, of Pittsburgh, told visitors 
about the various fixtures. 








Geo. W. Smith, American Lead Co., Pittsburgh; J. L. Wirtz, 
A. E. Trattner and L. A. Fisher, all of Glauber Brass Mfg. Co., LEVELAN 
Cleveland, O. » FLUSH -VALVE. VALVE 


Glauber Brass Mfg. Co. 
A. E. Trattner, John Wirtz, Al. Newman, and L. A. Recommends Itself 


Fisher met visitors to the Glauber Brass Mfg. Co.’s booth, 


where plumbers’ brass goods was on display. Many people FTER all is said and done, unless a prod- 
were attracted to this booth by the “Practicool” drinking uct has real merit and is able to deliver 
f . : the service expected of it, sooner or later 
ountain. —_ , . it is replaced by something better. 
anita ecialty Co. ; 

he Sani Special y” “ “J k N — The Cleveland Flush Valve is_ sold on 
| The Sanitary Specialty Co., of Newark, N. J., displaye honor. Stands on its own merits and gives 
its 3-S water closet floor flanges for shortened horn water satisfactory service year in and year out. 
closets. This ts the first time the flanges have been placed Plumbers prefer to install the CLEVE- 
on exhibition. The essential features of the flanges were LAND Valve rather than a closet tank. It 


costs less, requires less work to install, does 
away with tank troubles of every kind, and 
makes a neater job. 

Fits all standard equipment. Adaptable to 
any style bowl. 

Made with Push Button, Lever and Oscil- 
lating Handle. 


explained by Charles and A. J. McGookin. 


Write for circular matter 


Cleveland Flush Meter Company 


Noble Court and West Second St., Cleveland, O. 


i i cet ett 





H. E. Stiver, Advertising Manager, Deming Co., Salem, O., 
W. G. Evans, Advertising Manager, Harris Pump & Supply Co., 
Pittsburgh, Pa. 


Kohler Co. ; 
The Kohler line of lavatories, built-in bathtubs, and other 
plumbing fixtures was shown by the Kohler Co., of Kohler, 





Mr. and Mrs. Cliff Mahaffey, Speakman Co., Wilmington, Del.; 
W. R. Hughes, The Hughes-Evans Co., Inc., New York City; 
Mr. and Mrs. A. B. Pfau, Pfau Mfg. Co., Cincinnati, O. 
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we don’t 
know it all—but 


we do know enough about 
the designing, manufacturing 
and guaranteeing of 


HOT WATER 
SYSTEMS 


to intelligently advise any 
Domestic Engineer, 

Heating Engineer or 

Plumber 

so as to secure proper and efficient re- 
sults for any domestic or industrial 
installation. 


40 years of A-1 
experience in the 
business puts us in the 
position to say this. 


And the advice does not cost you 
one red cent— does not obligate 
you at all. 


So let us work with you for 


The Patterson System 


HO? WATER OUTLET 
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ean pe Re wea” 
'Patterson-Kelley Co. 


27 Cortlandt St. New York 
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Wis H. E. Clark, district manager, of Pittsburgh: A. W 
Mahlendorf, assistant advertising manager, of Kohler, and 
Miss Lillian Grunert were in charge of the booth. 
Central Tube Co. 
The Central Tube Co., of Pittsburgh, had a nicely ar- 
ranged display of samples of full weight black and galvan 


rigid conduit were also shown. The bending, threading, 


ized pipe varying in size from % to 4 inches. Samples of 


and cutting qualities of the pipe were extolled by P. L 
Laughlin, David Smythe, and F. B. Nimmo, who punctuated 


their remarks with souvenir key rings. 





Wm. J. Hebenstreet and John Heinkel, both of the Cooper 
Foundry Co., Atchison, Kans.; W. H. Lavier, W. A. Case & 
Son Mfg. Co., Buffalo, N. Y., and K. G. Agler, Scioto Valley 
Supply Co, Columbus, O. 


Curtainless Shower Co. 

An interesting exhibit was that of the Curtainless Shower 
Co., of New York City. “Kenney” showers in five differ- 
ent models were shown, two with running water, which 
made considerable of an appeal during the warm days and 
evenings. During the week boxes of cigarettes were hand- 
ed out by S. J. Cutting, president; H. B. Pitcher, vice- 
president; H. C. Boos, secretary; Karl W. Zoeller, Chicago; 
(;erald Regner, Detroit, and Mr. Maggi, Pittsburgh. 





F. A. Curtis and C. J. Moody, of the Shur-Tite Mfg. Co., Cleve- 
land, O. 


Northwestern Chemical Co. 

F. M. Isenberg, of Philadelphia; L. G. Meredith, of Ohio. 
and R. M. Tussing, general sales manager, welcomed vis 
itors to the Northwestern Chemical Co.’s booth, and hand- 
ed out souvenir cans of “Se-Ment-Ol.” 

Kelly & Jones Co. 

A very well arranged and interesting display of malleable, 
cast iron, steel, and brass valves and fittings for gas, water, 
steam and air, was exhibited by the Kelly & Jones Co., of 
Pittsburgh. This double booth, which was near the main 
entrance, had the various kinds of fittings neatly arranged 
in progressive sizes. The company was well represented 
by George M. Jones, treasurer; H. M. Jones, vice-president 
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T. R. Kenney, secretary; A. W. Kenney, assistant treasurer; 
Martin Sisk, A. B. Cooper, A. J. Bird, C. H. Cochrane, ot 


Buffalo, J. H. Shauneyse, and Frank P. Deer. WOOSTER CHINA| as 


Superior Mfg. Co. 
The Superior Mfg. Co., of Pittsburgh, had an attractive 


display of heaters tor garages, bathrooms, and other small 
with gas logs and andirons \ feature 


mm « 


rooms, together 


that drew considerable attention was the sanitary garbage 


can with a foot pedal operating the cover to prevent leav- 


ing the cover off. The Superior company also showed a 


line of fixtures manufactured by the Pittsburgh Lamp, 








4 . bt ini ad > 
PLATE NO. 55 
F. S. Scholl, Western Representative, and B. W. McClymont, 


Assistant Secretary and Advertising Manager, of the Penberthy e 
Injector Co., Detroit, Mich. One Minute Please! 
9 6 


of the booth. Mr. Jobber 


Ruud Headquarters in Parlor D 
The Ruud Mfg. Co., Pittsburgh, established headquarters Are You 


in Parlor D, on the 17th floor of the William Penn Hotel, 


grass & Glass Co. B. M. Griffith, superintendent, and 
Joseph Hudgen, of the Superior company, were in charge 





where visitors found plenty of ice water, two fans running . . : 
full blast, and plenty of cigars and cigarettes. Several getting your share ot Closet 
parties were arranged for a trip to the company’s plant, Business | N , 2 , 
: Se! a ss on iINE€wW ictor 
which was but ten minutes’ ride by taxi. Through the com- ae ats . : y 
pliments of the Ruud company, the Humphrey Co., and the Buildings? 
Pittsburg Water Heater Co., the ladies attending the con- 
vention were presented with perfume bottles. The Ruud By introducing and featuring 
company had twelve men on deck, the representatives being t} : r : : ~ , 
; | ie | 1e Wooster Factory Closet Bowl 
J. W. Barber, R. B. Beitel, E. S. Means, P. O. Minor, M. M. ; : : - t elie 
Scott, W. H. Reuter, F. S. McClellan, J. C. Know, H. N. with Seat Integral and Non-Soil- 
Rudderow, A. r. srill, J. R., Forthman and K. B. Schmitz. Ing keatures, vou will he creating 
<7 tee tam) 


an advertising eampaign which will 
mean a healthy increase in sales. 
The elimination of the wood seat 
on water closets in factory installa- 
tion is a step forward in factory 


sanitation. 





Write Today for Prices 


J. W. Shoemaker, H. M. Stock, J. A. Anderson, F. M. Cloke 
and A. W. Thompson, all of the Standard Sanitary Mfg. Co., 


Pittsburgh, Pa The Wooster Sanitary Co. | 


Electrical Displays. 

The Duquesne Light Co., of Pittsburgh, put on a kitchen Clarksburg, V. Va. 
show in their booth, demonstrating electric cooking and PLANTS: 
refrigerating apparatus. Clarksb wv 

The Gainaday Electric Co., of Pittsburgh, had an inter- araesarg, Ww. Va. 

‘ 7 spies ° Fredericksburg, Ohio 


esting display of electric washers, fans, sweepers, irons, etc. 

Interesting displays of electrical goods were also shown 
by the Dover Mfg. Co., of Dover, O., and the Craig Electric 
Co., of Pittsburgh. The Dover Co. distributed miniature 


electric flat irons. 


MANUFACTURERS OF 
Plumbers Vitreous China Earthenware 
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Well sir, there’s nothing 
wrong with that thread! 


Not a thing wrong with it. This Forbes’ has 
cut each V sharp at the bottom and just a little 
flat on top, which is right. Not only that, but 
each side of the V's are cut true. 


That's something I never found in using other 
power machines. You see, boys, in most ma- 
chines, the dies drag the heavy pipe while 
threading it. So of course a deeper slant is 
cut on one side of each thread. This isnt a 
very large piece of pipe, but you take 10 feet 
of this, or a larger size and you ve got consider- 
able weight. 


After all, it’s the dies that do the work, and if 
they are allowed to cut thread only, and don't 
have a lot of heavy dragging to do besides, the 
thread is bound to be perfect. 


That's what the Chief told me about this 
Forbes’ Pipe Threading and Cutting Machine: 
“The die head revolves and the pipe remains 
stationary. 


Yes, sir, | sure am going to like this Forbes’! 


We can send youa Forbes’ Pipe Threading and 
Cutting Machine which will probably handle all 
the pipe sizes you use. And you, too, will like 
it, because it is the all-round practical machine 
for plant or plumbing establishment. Write us 
for further details. 


CURTIS & CURTIS CO. 


318 Garden Street, Bridgeport, Conn., U.S.A. 


AGENCIES: 

of China, Shanghal, China; 
Japan; Aktiebolaget Sigfr. 
Scandinavia and Stock- 


FOREIGN 
Meyer & +. oF Ltd . 
Ltd., Tokyo, 
Malmo, Goteborg, 


Anderson, 
Horne 
Anderson <& 
hoim, 


(Cfompany, 
> 
Sweden. 
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Institute of Technology distributed liter- 
heating, and 


‘J he 


ature descriptive of its courses in plumbing, 


Carnegie 


ventilating. 
TRe Cleveland [Engineering Institute distributed literature 
descriptive of its courses in heating and ventilating. 


Caloric Furnace Co. 
Caloric pipeless furnaces for burning coal were 
the Furnace Co., Pittsburgh. In 
Bonham, of Cincinnati; C. W. 


and 


cy 
as 


shown by Caloric of 


charge of the booth were J. E 
Ewin, 


Kretz, of Pittsburgh. 
Notes of the Salesmen. 


and W.G 


W. F. Stewart and T. H. Lansdale, of the American 
Heater Corporation, of St. Louis, were unfortunate inas- 
much as their heaters for their exhibit were delayed in 


transit and did not arrive until the closing day. However, 
some of this concern’s goods were displayed by the Anchor 
Sanitary Co., of Pittsburgh. 

W. M. Fawcett, manufacturers’ representative, with head- 
quarters in Detroit, was on the job interviewing his many 
friends in the hotel lobby. 

John T. Fitzsimmons, president of the Plumbing Sales 
Co., of Chicago, accompanied the Chicago delegation to the 
convention, 

E. R. Lumsden, president of the E. R. Lumsden Co., of 
Indiana, Pa., mixed freely among the delegates and ex- 
the Erl radiator tongs which are 
manufactured by his firm. 

Harry Weinberger, president of the Detroit Marvel Brass 
Mfe. Co., Detroit, Mich.. out literature the 
“Marvel” line and gave illuminating talks on the uses and 


plained merits of the 


handed on 


abuses of traps. 

Harry E. Kerr, president of the Cleveland Gas Burner 
and Appliance Co., Cleveland, was one of the active manu- 
facturers at the convention. Whenever Harry passed the 
ice cream parlor in the lobby he never even hesitated, as 
he was always “going some place.’ 

Jack Cripps and C. V. Jones, of the Eagle-Picher Lead 
Co., Chicago, kept open house in rooms 468-70 in the Will- 
iam Penn Hotel. 
abundance, and the folks had the honor of entertaining the 
slattmann of 


Mrs. 


Refreshments and cigars were there in 


Swiss plumber attending the convention, P. 
Waedenswil. Mr. Blattman doesn’t care for 
Cripps graced the convention with her presence. 


ice, 





John Ga 


Mich.; 
Butler & Plerce 


of the Lalley Light Co., Detroit, 
Kelly and Ralph M. Guelph, of the Pierce, 
Manufacturing Corporation, Syracuse, N. Y.; R. E. 
Haynes Selling Co., Philadelphia, and Harry Harte, 
man Co., Wilmington, Del. 


V. Verna, 


Jones, of 
of Speak- 


“Marty” Brennan, manager of sales of the George W. 
Heiland Co., New York Cty, deck throughout 
the meeting and “had his picture took.” 

Among the sales representatives present were: I. Herz- 
brun, The Apex Brass Mfg. Co., Cleveland, Ohio; Karl G 
Agler, Scioto Valley Supply Co., Columbus, Ohio; W. T 
Jameson, sales manager, Ohio Brass Co., Mansfield, Ohio; 
George W. Smith, manager, American Lead Co., Pitts- 
burgh; Paul A. Snelsire, Peerless Foundry Co., Pittsnurgh; 
Joseph F. Evans, Wyoming Valley Supply Co., Wilkesbarre, 
Pa.; James C. Carson, Cleveland office, Greenfield Tap & 


was on 
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Die Corporation, Greenfield, Mass.; C. H. Walsh, The Bar- 
rett Co., Pittsburgh; DeWitt H. Wyatt, Wyatt Engineering 


Laboratories, Columbus, Ohio; W. E. Pfaff, Empire Ma- 

chinery and Supply Corporation, Norfolk, Va.; F. M. Cly- KLIABIL vy 
mer, secretary and treasurer, Beelser Mfg. Co; Marietta, 

Ohio; Kenneth Saunders, western division, Walworth Mfg. 
Co.; k. E. McKeighan, sales manager heating sales division, 
The Fulton Co., Knoxville, Tenn.; Christopher T. Scaife, 
Peerless Heater Co., Pittsburgh; W. Speakman, Pittsburgh 
office, Abram Cox Stove Co.; J. H. Crist, Crist & Schilken 





J. J. Traill, of L. J. Mueller Furnace Co., Milwaukee, Wis.; 
J. H. Crist, of Crist & Shilken Co., Pittsburgh; Fred M. Isenberg 
and L. A. Meredith, both of Northwestern Chemical Co., Mari- 


etta, Ohio. 





Co., Pittsburgh; R. C. Bolsinger, secretary, Fowler & Wolfe 


Mfg. Co., Philadelphia; W. R. Hughes, The Hughes-Evans HE t . | lities 
,* StTUTAGQY Que a 


Co., Inc., New York; W. A. Gordon and W. E. Gnam, 
United Valve and Supply Co., Pittsburgh, and J. B. Gra- which characterize (;er- 
ham, Keystone Supply and Mfg. Co., Philadelphia. : . 
James A. Campbell and Robert C. Gormly, of the Wolv- stein Boilers are proven 
erine Brass Co., Grand Rapids, Mich. y - — 
- gPaon: | 3 ) ‘abie test—years 
B. O. Tilden, president of the American Sanitary Works, by the most reli u le te ) ; 
Trenton, N. J. and years of service. In tact 
J. B. Graham, Keystone Supply & Manufacturing Co., Baits 1] — - 
Philadelphia. when you install one you can 
Face  F of the Sanitary Earthenware Specialty Co., guarantee it to last as long aS 
renton, N. J. . . . 
G. R. Williamson, of the Mouat-Squires Co., Cleveland. the building itself. 


William Rothwell, American Pin Co., Waterbury, Conn. 


F. A. Curtis and C. J. Moody, of the Shur-Tite Manufac- : 
From first to last, the watchword 


turing Co., Cleveland. 


F. W. Clymer, secretary and treasurer of the Becker oe : = ean ee 
Manufacturing Co., Marietta, O. In the making of Ge rst¢ lt) Boul- 
A. N. Fenker, Sloan Valve Co., Chicago. ers 1S “quality.” 


S. H. Fernsdorf, engineer, of the Western Pump Co., 


THE TRANE CO. MOVES INTO ITS NEW PLANT When a product is unsatisfac- 
AT LA CROSSE, WIS. tory, the man who installs it us- 


ually gets the blame. On the 


Cleveland. 





The Trane Co., of La Crosse, Wis., has moved its gen- 





eral offices and factory from South Sixth Street to its new other hand, when vou place 9 
plant at 202-216 Cameron Avenue. The new factory will " ‘ ae ° , 
greatly increase the company’s capacity. The management Gerstein Cistern OT Riveted 
eres that this — prove the company’s best since Boiler, Vou come in for q large 
its organization in 1883. : , , : 

share of the credit for its satis- 
THE JUNE MEETING OF THE MICHIGAN CHAP- factory service 


TER OF A.S. H. & V. E. 





The Michigan Chapter of the American Society of Heating 

and Ventilating Engineers held its monthly meeting at the [oO] (o] [o) 
clubhouse of Detroit Boat Club on Belle Isle, Detroit, Mich., 
on Wednesday evening, June 16th. As the election of officers 
for the ensuing year took place at this meeting, the evening 


was devoted to the installation of the new officers and to giv- Gerstein Bros NX Cooper 
. * . a 


ing the outgoing officers proper tribute for their earnest and 


conscientious work during the past year. The new officers are: Boiler Makers to Those Who Know 
President, Edward E. McNair; vice-president, William B. 
Johnston; secretary, Edwin R. Little; treasurer, Harry A. South Boston, Mass. 





Hamlin. Board of governors: J. Lansing Fuller, Francis T. 
Schreiner, Jr.. and R. S. M. Wilde. 
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McDONALD s'est VALVE 





more quickly. It does away with hissing, 
cracking, knocking, escaping steam and un- 
even temperature. 


Automatically eliminates air and water 
of condensation without the loss of a parti- 


cle 


Special features of the McDONALD 
Under-Seat Valve: 


The McDonald Under-Seat Valve elimi- 
nates the biggest heating troubles that 
architects, heating engineers and contract- 


ors 


Under-Seat Valve Co. 


Only Valve of Its 
Kind on the Market 


Patented 


RADIATOR equipped with the Mc- 
Donald Under-Seat valve heats up 


of steam. 


Automatically self-cleaning. 

Carries away all scale. 

The entire inside of valve instantly re- 
movable by loosening a cap. 


It is an absolute fact that the McDonald 
Under-Seat Valve will handle and dis- 
charge a much larger quantity of water 
than any other trap or valve of equal 
size. 


Gives perfect service on any radiator, 
connected on a two-pipe heating sys- 
tem and under any pressure ordinarily 
met with in any heating, up to and ex- 
ceeding ten pounds. 


It will take care of condensation of any 
radiator, having a direct heating sur- 
face of 300 sq. ft. or less. 


have to deal with. 


For further details write 


The McDonald 


602 Swetland Building, 
Cleveland, O. 
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Steel and Iron. 

Renewed buying ot merchant bars developed last week, 
inquiries coming from eastern consumers in good volum« 
and covering tonnages tor delivery into the last quarter 
of the year The most pleasing of the trade of today, 
however, 1s the tact that bar mills are unable to absorb 
a good deal ot new business without showing a surfeit of 
orders, as better operating conditions are being expert 
enced fhe movement of stocks by railroads has also 
been a factor, for the bar mulls, in many instances, have 
been situated on the better-positioned trunk lines with 
regard to labor, and consequently bar production has been 
gaining 

\ slight betterment in the demand and inquiry for struc- 
tural steel has developed. The gain is in scattered in 
quirtes and a tair booking ot shapes for delivery in the 
third and fourth quarter. Structural mills, however, are 
not worried with the present rush of business, and while 
better car supply would be welcomed to aid in getting out 
delayed shipments, the outlook is for a much easier posi 
tion of the mills and fabricating shops for business in 
the last half of the year Prices are somewhat softer, 
and it is likely that 3. 
being quoted, as compared with 4 cents a week ago. The 


75 cents is the maximum price now 
leading interest maintains its old price of 2.45 cents on 
this material, and from this minimum the trading has 
been ranging all the way to 4 cents until recently. In 
addition to its adverse effects on steel production and 
shipments, the railroad tie-up, begun early in April as a 
result of the switchmen’s strike, 1s reflected in the pay 
roll report of the Youngstown district, which shows a 
falling off of 25 per cent in May, as compared with April, 
and indicates a similar rate of unemployment 

While the Buffalo, New England and Middle Western 
pig iron markets are unchanged from conditions at the 
end of last week, when business was generally quiet, there 
is a little more activity being shown in Ohio. There is a 
contrast of buying pressure at some makers’ plants, while 
others had little inquiry. Spot sales in Ohio are moving 
briskly and operators have offered substantial tonnage for 
third quarter delivery. Malleable iron, valley furnace, has 
been in firmer tendency and is climbing gradually to a 
parity with foundry grade, No. 2, while at Buffalo the 
former is well in advance of foundry iren. Basic, valley 
furnace has moved upward and on good demand was 
quoted 50 cents higher at a uniform of $44 basis. 

There are fewer offerings of coke owing to car short- 
age and tightening of the market but a few good sales 
were made lately at a $15 to $15.50 basis Connellsville 
oven with some small lots at $16.50. Numerous inquiries 
for New York delivery were received with a $19 to $20 
quotation which is almost three times as much as at the 
heginning of the year. Buyers are still manifesting a 
feeling that the market will continue to advance and some 
pressure is felt by producers for immediate delivery which 
is made particularly difficult at this time owing to acute 
shortage of coke cars. Prices for pig iron are quoted as 


follows: 


EE ee eee NTE TET $47.35(@49.35 
No. 2 Southern, Birmingham. iaaiibiatiet, alata dime 46.00@)48.00 


No. 2 Buffalo... Ee Tn ee 45.00 
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No. 2 Chicago..... 43.0002 45.00 

Basic, Valley, furnace 44.00 

Bessemer, Pittsburgh .. ... 44.50 
Copper. 

[Increased activities among copper operators are reported 
from many quarters. The Phelps-Dodge smelters are 
troubled with labor and coal shortage, causing some cur- 
tailment, but the belief is expressed that improvement will 
come gradually with more settled conditions. Latest dis 
patches trom Butte, Mont., tell of the disappearance of the 
.. W. W. element which has made so much trouble for 
the Anaconda operators, and that efficiency in production 
is steadily increasing. The market was quiet last week 
and closed at 19 cents for June and July delivery. There 
has been little change in prices since the first of the year 

Tin, 


Although there is no change in tin prices, holders still 
































quoting 48% cents for all positions in a strong market, 


Start with a 
good boiler— . 


consumers continue to be active. and between 100 and 200 
tons were sold in the outside trade at the close of the 
week. The steady positions of sterling and silver tended 


to add a better feeling in the market 


- — The way to insure a trouble- 
The past week was one of important developments ei 
in the lead market. The leading interests reduced their proof hot water supply is to 


install a good boiler and heater 
—that means a reserve supply 
of hot water to meet varying 
requirements. 


quotation maintained all through May and two weeks in 
June to 8 cents a pound delivered New York, or % cent 
under previous quotations. While this action was taken 
to prevent heavy imports of lead from abroad on the 
downward sledding of the British market, in that way 
further handicapping domestic business, which is stagnant 


For certain satisfaction put in 
Whitaker Steel range boilers; 
their history is known, they 
are made in our own shops, 
sheets from our own mills, 
and work is inspected at vari- 
ous stages. 


Whitaker Steel boilers are gal- 
vanized by dipping after man- 
ufacture, insuring a_ perfect 
unbroken spelter coat with no 
metal exposed to rust. All 
sizes, riveted or welded. 


Order Whitaker Range Boil- 
ers and you can be sure of 
constant production and 
definite delivery dates. Ask 


enough without foreign tonnage; it also served to shut 

down business in the outside market, which was from 35 

to 50 points higher than the producers’, with trading ex- 

tremely light, as neither buyers nor sellers are desirous 

of committing themselves under the pressure of uncertainty. 
Zinc. 

That strong efforts are being made to bring about a 
curtailment of activity in the zinc mining industry until 
the market is brought back to a more normal condition 
is indicated in latest reports from the Joplin district. The 
Joplin Globe states: “There is no escaping the logic of 
the situation that our zinc market will remain in the 
dumps, and ores will be bought at cost of production until 
operations are so far reduced that demand for ore will 
exceed the supply.” From the fact that zine is selling 
around 71% cents a pound in London, it is easy to see why 
exports are completely shut off in that direction. Belgium, 
Germany and Poland are each producing and exporting 
zinc, and it is possible some of this tonnage may later be 
offered in this country, causng further depression in the 
domestic market. Prices are easy at around 7.35 cents 
for spot, East St. Louis. 

Other Metals. 


Quotations on other metals in New York are as follows: 


Alumimum (in 50-ton lots)..................... wesvweee33 Cents per Ib. your jobber about them. 
Antimony (Chimese and Japanese)...........-.. 914 cents per Ib. 
I: I cissinieriotiel eeoree 38 cents per Ib. 


Whitaker-Glessner Co. | 


Range Boiler Dept. PORTSMOUTH, O. 


New York Old Metal Market. 
The following prices are current for old metals: 
Buying Selling 





Copper, heavy .......................-....144% to 15 cents 16 eents 
Copper, fignt ............ adenomas 13. to 13% cents 14% cents 
Brass, heavy ......--........-----.-.--- 9% to 9% cents 10% cents 
BN TEIN en canictninicicttaneienineines .. 7 to 7% cents 8% cents 


a 834 to 9 cents 10° cents 
a as ... 1% to 77% cents 8% cents 
;:, g eee ieee 47% to 5 cents 6 cents 
RG TI ccraiciscronessuntcianecssitanioitonen 544 to 5% cents 6% cents 
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The “Chicago’ 
Automatic Electric 
Bilge Pump 


A guaranteed 
remedy against flooded 
basements and _ boiler 
pits. 


The pump is fitted 
with thrust ball bearing, 
intermediate guide 
bearing, and is direct 
connected to high grade 
electric motor. 


The outfit in- 
cludes complete auto- 
matic control and cast 
iron cover for basin. 























Capacities from 10 
to 500 g.p.m. 





— Immediate delivery 
Electric Bilge Pump on all s1zes. 


Write for descriptive bulletin 


CHICAGO PUMP COMPANY 
2322 WOLFRAM STREET :: CHICAGO, ILL. 









































WYCKOFEF’S 


1855 Improved 1920 


Steam Pipe Casing 


is made from that ever-lasting material—GULF 
CY PRESS—with our original improvements in- 
corporated. The most satisfactory and durable 
pipe casing made. 





The old troubles can easily be eliminated through 
the use of WYCKOFF’S STEAM PIPE CAS- 
ING. Water can not injure it or penetrate this 
covering. Dryness has no effect upon it. Write 
for Catalog P 


A. Wyckoff & Son Co. 
Elmira, New York 


Atlanta, Ga.—H. H. White, 1503 4th Nat'l Bank Bidg. 
Pittsburgh Pa. —Johnason-Peter Co.. Pittsburgh Terminal Warehouse. 
Seranton, Pa.—Valley Supply Co., Coal Exchange Bidg. 
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Solder joints ................. pustaitianleai 10 toi1l cents 12 ~ cents 
Mixed babbitt .....0000000000002..10 to 12 cents 13  °#4cents 
Composition turnings ............ 12%, to 13 cents 14. cents 
New brass clippings............... 10% to 11 cents 12 cents 
26 TO xtumiixtceeeoom—ee Ee Ee Cte 2 conte 
Cast aluminum. .................... 244% to 25 cents 26 cents 
Cocks and faucets................... 12 to 12%cents 13% cents 


Chicago Old Metal Market. 


Chicago wholesale dealers’ prices are nominally as fol- 














lows 

Heavy yellow brass................ 10% to 11 cents 12 cents 
Brass, light ..................................9 to 9% cents 10% cents 
Brass borings ............--....-...----...134% to 14 cents 15 cents 
ee 9'4 to 10 cents 11 cents 
Red brass iad veeseeeee 144 to 15 cents 16 cents 
CT | ED 1514 to 16 cents 17 cents 
Copper, heavy ............... 1434 to 15 cents 16 cents 
RI, TEI iccnnsicicintieundiisaelidiiiinies 13. to 14 cents 15 cents 
Lead, heavy ...... ntti 226 t F cents 734 cents 
Tea Lead ............. lecesecseseseeeeeeee D9 tO 54% cents 6% cents 
ee cae levee 89 to 5% cents 6% cents 
Solder joints | ss .....10 to 10% cents 11% cents 
New aluminum clippings........25 to 26 cents 27 cents 
Cast aluminum .......................234% to 24 cents 25 #£cents 
Block tin pipe ..........................-41 to 43 cents 44 °&#Ccents 
Tin foil . i ..55 to 37 cents 39 ~~ cents 
Mixed babbitt -—.............. aie to 7% cents 814 cents 
3¢ S See 

ve 


Personal = 
I Montio ae 


ee W. Collins, former treasurer of the C. F. Church 
Mfg. Co., of Holyoke, Mass., will now represent that com- 
pany in territory west of the Hudson River. This arrange- 
ment will in way alter his association with the E. Stebbins 
Mfg. Co., of Springfield, Mass., which company he will also 














continue to represent. 

F. W. Peters, of William B. Scaife & Sons Co., Pittsburgh, 
spent a week in Buffalo, following the Niagara Falls meet- 
ing before returning to Pittsburgh. 

W. T. Brace, sales manager, Wolff Mfg. Co., Chicago, 
caught the next train for Chicago after the last session of 
the Supply Meeting at Niagara Falls. He claimed to be 
going back to help nominate the Republican candidate, and 
there must have been something to the claim, as he insisted 
that Harding would be the man. 

J. P. Keithly, president of the Keithly Co., Houston, 
Texas, visited Chicago and Pfttsburgh on his way to the 
Falls, and headed for Trenton, after the Central Supply 
Association’s meting, where he will visit for a few days 
before taking the boat for his home. 

George H. Gorton, manager of W. B. Young Supply Co., 
Kansas City, Mo., spent a week in New York state and New 
Jersey following the Niagara Falls Meeting. 

Stanley B. Ruff, who was for years identified with the 
Wolff Mfg. Co., Chicago, has just returned from France 
and joined the selling force of the Compound Injector & 
Specialty Co., of Chicago. 

Edmund Henry, formerly representative for the Stand- 
ard Sanitary Mfg. Co. at Springfield, Mass., has accepted a 
position with the Thomas Maddock’s Sons Co., of Trenton, 
N. J., as its represeritative in New England. 





According to the Canadian Bureau of Information, New 
York, Canadian newsprint output this year will approximate 
850,000 tons, compared with 800,000 tons in 1919. 
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Chicago and Vicinity. 

Gallaher & Speck, 215 West Congress Street, are to in- 
stall the heating in three $12,000 residences and garages 
that are to be erected on Orrington Avenue, Evanston, for 
Thomas Carey. 

C. J. Stein Co., 853 South State Street, and Hanley Co., 
3444 Forest Avenue, have secured the contracts to install the 
plumbing and heating, respectively, on the $40,000 res- 
taurant building, which will be erected at 4622 Sheridan 
Road for George E. Hackell. 

J. E. Fitzgerald, Highland Park, is to install the plumbing 
and heating systems in the $15,000 farm building, which is 
to be erected at Libertyville for G. H. Moore, of that town. 


Building construction in Chicago, in the past week, 
showed an appreciable decline, due, it is said, to disputes 
over the adjustment of wage scales, freight congestion, diffi- 
culty in financing projects, and the belief that material prices 
will drop. Many projects have been tied up owing to these 
main factors, and the prospects for the resumption of the 
building activities is looked forward to only through a vague 
atmosphere. 

Official figures for the month of May, as reported by the 
F. W. Dodge Co., show that during that month building 
operations declined 19 per cent from the previous month. 
Building contracts awarded in the Central West, compris- 
ing Illinois, Indiana, Iowa, Wisconsin, Michigan and por- 
tions of Missouri, eastern Kansas and Nebraska, during the 
month of May, amounted to $77,018,000, or a decrease of 15 
per cent, from the figures issued in April. 











Indiana } 
| 





Indianapolis. 

The hopeful building outlook in Indianapolis of a few 
weeks ago is not being realized. A good many homes and 
other buildings are going up, but they are nowhere near the 
number planned for this year, not to mention the far larger 
number actually needed to catch up with the demand. There 
is one comprehensive cause, plumbing and heating contractors 
say, and that is the excessively high cost of construction. 

Costs have mounted from month to month and often from 
week to week. Wages have advanced steadily and labor is 
scarce. Materials, too, have been rising until they are almost 
prohibitive. Lately there has been added another great ob- 
stacle, the difficulty of obtaining materials at any price, owing 
to the switchmen’s strike and the resultant tie-up of trans- 
portation. It is increasingly hard, too, to obtain money to 
finance building operations and interest rates keep on rising. 

These conditions have not only deterred thousands of pros- 
pective home-builders from going ahead with their plans, 
according to Harry Callon, Jr., of the firm of Callon Bros., 
plumbing and heating contractors, 24 South Alabama Street, 
but have discouraged building contractors. “Never, perhaps, 
have the contractors faced so difficult a situation,” he said, 
“with costs mounting so rapidly and materials and bank 
credits so uncertain. A contractor finds ‘t impossible to 
figure on a job with any degree of accuracy, and can never 
be sure that his most liberal allowance for expense and profit 
will not leave him pocketing a loss on account of new increases 
in the cost of materials or labor or delay due to strikes and 
traffic trouble.” 

Local contractors say it is hard to tell how much can be 
done at this rather late day to turn the tide. Transportation 
doubtless will improve little by little, they pointed out, but will 
building materials, labor and bank credit drop, or even stop 
rising? They say it does not look as if genuine relief for 
the national home shortage may be expected for another year 
or two. , 

Contracts for the installation of the plumbing and heating 
systems in two new school buildings that are to be erected 
in Indianapolis were awarded this week by the board of 
school commissioners. Hayes Bros., of 236 West Vermont 
Street, were the successful bidders for the plumbing con- 
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THE ECONOMY 
AUTOMATIC 


COMBINATION BOILER 











AND 


GAS WATER HEATER 


WITH POSITIVE THERMO- 

VALVE CONTROL 
is a wonderful piece of equip- 
ment which renders on the 
storage principle absolutely 
the most complete and satise- 
factory instant and continuous 
hot water service with gas as 
the fuel. Every plumber will 
find it of great help to him in 
solving hie customers’ hot 
water problems. 


See “Clow Bulletin” and 
“Sweet's Architectural Cata- 
logue” if your jobber cannot 
tell you all about “Economy” 


Combination Gas Heater 
Boilers. 


Economy Heater Company 
108 South La Salle Street 
CHICAGO 











Patent Applied For 


with the 
Ball Cock cannot fail to 
give satisfactory service. 





Burlington”’ 


Ball Cock 


Closet tanks equipped 
“Burlington” 


In construction, the 


“Burlington” is simplic- 
ity itself. Nothing to get 
out of order. 


Durable. 


Made of high grade metal 
by expert workmen. 


Elevated or submerged 


pattern. 


Write for descriptive matter of 
“Burlington” Ball Cocks, Flush 
Valves and Tank Levers. 


Burlington Brass Works 


BURLINGTON, WIS. 
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tract on both schools, their bid on one being $23,024 and on 
the other $39,000. The heating contracts were awarded to 
Kreyn Bros., of 31 West Michigan Street, their bid being 
$45,053 on one and $76,769 on the other 


Other Cities in the State. 


The Orth Tumbing (o., ot latavette, has been awarded 


the contract tor installing the heating, ventilating and plumb 
ing systems in a new school building that is to be erected 





ADVERTISING 


“‘The Standard Tank Ball of America’”’ 






. ' at Camden, Ind. The contract price 1s $16,270. 
r a )D rtd ; ) ) 
John Kunkleman, of Ligonier, was the successful bidder for 
| the plumbing contract on the new addition to the high school 


building at Wawaka, Ind. 
\. Haberstock, of 525 Wagner Street, Fort Wayne, has 
awarded the contracts for the installation of p jualin g 


lumen 





is distributed exclusively through the 
legitimate plumbing trade and we are 
prepared to fully co-operate with our 
customers in advertising the PAR- 


ABAL to the consumer. 


and heating systems in a new public garage to be erected at 
fefferson and Hanna Street, Fort Wayne. 


Ohio 22% 


=F err ee aos ia 
19.75, ¢ wo. ae 


- , *. ~ > 4 
wee a, 
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We furnish live advertising matter 
for your use—signs, blotters, en- 
closures, etc. If you do any news- 
paper advertising write us and we 
will submit an interesting proposi- 


tion. Address— 






Cincinnati. 

Members of the local trade are satisfied with conditions 
at present. Few contracts of any size are being let, but 
the trade is busy with remodeling and small addition jobs. 
There are hardly any members of the industry complaining 
ibout not having enough to do. Plumbing supply houses 
report business good with a shortage of certain kinds of 








material. 

The Murdock Plumbing Co. has been awarded the plumb- 
Ing contract on the new plants of the Gibson Art Co. and 
t] Kruse & Bahlman Hardware Co. The heating on the 
la ser will be done by Peck, Hannaford & Peck, and the 
same branch on the Gibson job was awarded to Bachelor & 
Stein. 

The office of ry Thomas Canary Plumbing Co. was re- 
cently entered by thieves and $238 stolen from the safe. 


Michigan 


P i Detroit and Vicinity. 
The Associated Industries of Detroit, among them being 
the Detroit Association of Sanitary and He — Contractors, 
E J Ye have, in a full page advertisement, this week “declared that 
: : whether as con- 


in all building or other construction work, 
tractors or owners, in Detroit or Wayne County, it is their 


SRSRRRREREEEREREERRE RRR ' yn y,! 
purpose to adopt and support the American plan of employ- 


; ment oly.” This plan, they explain, is that men shall have 
Last Year ~ equal rights to work on any and all projects without regard 

to affiliation or non-affiliation with organized labor. In no 
case, they explain, shall the Associated Industries of Detroit 


Pri O 

rices n recognize or support any so-called trade agreement that in 
any way attempts to destroy or defeat the American plan of 
labor. Twenty parties and associations signed the agree- 
ment, and will lend every support and assistance within their 


power to employers affected by a breach of agreement af- 
 e] fected by a strike or otherwise. 
Building permits issued in Detroit during the past week 


carried costs aggregating more than $4,500,000 compared 


with $1,665,000 for the previous week. There were 215 per- 
mits taken out for new building, including bank buildings, 
3c ;, several apartment houses and garages. 


schools. 


Advertising Department 






Woodward - Wanger Co. 
Philadelphia, Pa. 























Heating and plumbing contracts on a large flat building 
to be located at 738 Thirtieth Street has been let by the 
See Our Dunn Realty Co. to J. Case. 


June Price List The Detroit Plumbing & Heating Co. has been awarded 
the plumbing and heating contracts on a brick and stone 


or Write store building, to be located at 2726 East Jefferson Avenue, 
for the Wineman Realty Co. 
Plumbing and heating contracts have been awarded to 


August Buschmann & Sons Inc Max Klein on the five-story brick and stone branch bank 

: ; 3 . building at Holcomb and Mack Avenues, for the Central 
Indianapolis, Ind. Savings Bank. 

Samuel Dickson has been awarded the plumbing and 


heating contracts on the two-story brick, steel and stone 
Se bank buildings on Collingwood and Hamilton, and Hamil- 
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ton and Junction Avenues, for the Detroit Savings Bank. 
Mr. Dickson also has secured similar contracts on the two- 
story brick and stone residence building at 177 Seminole 
Avenue, for J. E. Harris. 

The Donald Miller Co. has secured plumbing and heat- 
ing contracts on the two-story brick, steel and stone bank 
building located on Dix and Artillery Avenues, for the Dime 
Savings Bank. 

William T. Harnes has been awarded the heating contract 
on a two-story brick, steel and stone postofhce building at 
2343 West Jetferson Avenue. 


Kentucky , 








Louisville and Vicinity. 

|. J. Bosmer and J. M. Wilburs attended the convention 
of the National Association of the Master Plumbers. They 
have just returned trom Pittsburgh. 

Al Clegg, of F. A. Clegg & Co., was in Indianapolis the 
latter part of the week on business tor the firm. 

There was a rush to obtain building permits last week 
before the new state law regarding them goes into effect. 
Contractors claim there is too much “red tape’ bound 
around the new law. 

Because it does not conform to the requirements of the 
State Board of Health, the entire plumbing system of the 
public school buildings at La Grange, Ky., will have to be 
reconstructed. J. W. Selph and E. H. De Moss have been 
appointed a committee to look after the work. 

I’ A. Clegg & Co. will wire the new addition of the Inman 
Veneer & Panel Co. at 2901 West Broadway. 

M. J. Duffy & Sons Co. are doing the plumbing in the 
new building of the Grocers Baking Co. at 1455 South 
Seventh Street. 

J. Isaacs Plumbing Co. has secured the contract let by 
Shrader Bros., for the installation of two complete baths 
and a laundry, and another, let by Homer Wahking, for two 


baths. 


New York - 


New York City. 

Plenty of work in the near future for the local plumbing 
and heating industry, and a general improvement in the con 
struction siauation are promised as a result of an important 
meeting held this week by the Mavor’s Housing Conference 





(ommittee. 

The committee at this meeting succeeded in obtaining pledges 
irom some of the largest insurance companies and banks to 
make big loans for home building, so that a plentiful supply 
of mortgage money is now assured. In addition the com- 
mittee has received a pledge of four thousand building lots 
in various parts of Brooklyn, subordinate to first mortgage, 
so that home builders will not be forced to make cash pay- 
ments for land on which houses are to be erected. 

Arrangements have also been made for a big mass meeting 
of employers, to be called early next week, for the purpose 
os asking them to take membership in a loan association or 
ganized by the mayor’s committee, with a view of building 
homes for their employes. 

The plan of the committee is for the lending institutions 
to pledge about sixty per cent of the cost of a house, the own- 
ers of the property to subordinate the land, valued at twenty 
per cent. on first mortgage, and the employers to pledge the 
remainder, or nearly all of it, so that their workers may have 
homes built for them virtually on the basis of their good 
character and reputation for honesty alone. 

Having already succeeded in carrying out two-thirds of this 
plan, thanks to the favorable action of the lending institutions 
and the pledges of building lots made at its last meeting, the 
Mayor’s Housing Conference Committee is exceedingly san- 
guine as to the prospects of prevailing on the employers to 
do their bit. 

In addition to these constructive measures it was decided at 
the meeting to appeal to the state legislature to grant some 
measure of exemption from local taxation on new construc- 
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Fig. 113. Patented. 
Dehn’s “‘“AcmE” Water Cooling Grease Trap. 
A satisfactory installation, 
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“DEHNSANIGARD” 


THE QUALITY GOODS 






















Compound Injector «Specialty Co. 


Originators, Designers and Sole Manufacturers of 


“DEHNSANIGARD” 


419-421-D-N. Laramie Ave., Chicago, IIl.,U.S.A. 


















Drilling UP Holes 


Concrete Through 
Ceilings Floors 
Any size up to 214 inches 


Round smooth holes, for Ex- 
pansion Bolts, Through Bolts, 
Pipes, Risers, Returns, etc. 


PHILLIPS 


Spring Hammer | ing UP holes in con- 


crete ceilings and 


Drill through floors. 











—_) 


Some Fire Sprinkler Systems now being installed and 
the «approximate number of holes required. Size of 
holes ranging from % to 1% inch diameter. Phillips 
Spring Hammer Drills used exclusively. 


Cadillac Motor Co., Chicago, Hl. . 1500 holes 
Lafayette Motor Co., Indianapolis, Ind 2500 holes 
Nordyke & Marmon Motor Co., Indianapolis, Ind. 2500 holes 


Write for more information 


Daugherty -Smith- Phillips Co. 
1325 W. North Ave., Chicago, Illinois. 
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Over Half Million Proves 
Pfau Quality! 


HE only quality which the public 
T understands is that which the 

public itself has proved to its own 
satisfaction. We have always claimed 
the highest quality for Pfau Copper 
Tanks. 


Now, the public has approved that 
claim. Over half a million of these 
tanks in service show that our ideas of 
quality coincide with those of users. 


Twenty-four ounce copper—protection 
against rusting, leaking, and all such 
troubles. Yet it is light enough to 
enable one man to install it, thus sav- 
ing labor cost to you. 


A Pfau Copper Tank cannot crack, 
dent or break, even though it should 
be allowed to fall, or receive a heavy 
blow. This eliminates breakage en- 
tirely. 


And the finish is permanent—a snowy- 
white—that stays so as long as the 
tank is in service. The life of the tank 
is many, many years—in fact, we 
guarantee it for five years. Another 
big advantage is the price—the Pfau 
Copper Tank costing less than either 
earthenware or enameled iron. 


Immediate delivery of any quantity 
you wish. Ark your jobber, or write 
us direct. 


The Pfau Manufacturing 
| Compan y—Cincinnati, 0., U.S. A. 














tion tor dwelling purposes, to ask the state and federal gov- 
ernments to exempt mortgage income taxes, and also to ask 
the state legislature for fair and proper amendments to the 
rent profiteering laws in order to make it possible for own- 
ers otf property to receive a fair return on their investment, 
and not to have to leave their property at the mercy or whim 
of a municipal court justice. 

W. E. Harmon, a prominent real estate man, and himself 
a member of the mayor’s committee, made the suggestion that 
if new housing construction were exempted from _ taxation 
for a period of years it would be sufhcient to offset the ex- 
traordinary cost which is holding up building and would 
result in the largest building boom in years. Mr. Harmon 
pointed out to the committee that in the case of a house that 
costs $8,500 today the remwting of the local annual tax of 2% 
per cent for five, or perhaps eight, years would in the end 
mean a saving of from 12% to 20 per cent on the cost of the 
house to the owner. “I am confident,” Mr. Harmon said, 
“that the labor and building material situation will clear up 
within a short time. In my opinion the peak of building 
costs has been passed, and within a year I look for a drop 
of at least ten per cent in prices. 

“Much will depend, however, on the attitude of the mu- 
nicipal courts in October in granting stays to tenants. On 
the courts will rest a great deal of the responsibility as to 
whether the housing situation is to be better or worse next 
fall. But the biggest factor in the situation would be the 
elimination of new construction from taxation for a period 
of from five to ten years. My frank opinion is that such 
legislation is really the only thing that will create building 
on a large scale within the next few years.” 

The mayor’s committee will hold another meeting within a 
few days to take up the question of the labor situation. In 
the meantime a message has been sent to Samuel Gompers 
at the convention of the American Federation of Labor in 
Montreal, asking him to make known labor’s attitude toward 
the efforts of New York and other cities to provide homes for 
the people. The committee has explained to Mr. Gompers 
that it is ready to go ahead with a constructive program, but 
that its hands are tied by the labor situation. 

Little relief in the movement of housmg materials can be 
expected, the committee points out, without the assistance 
of labor in handling, trucking and other local distribution, 
and an agreement on the part of the labor organizations is 
sought which will bind them to give preferential handling in 
all cases to building materials. This applies to the railroad 
labor organizations as well as to steamship and trucking or- 
ganizations. 

Contracts To Be Awarded. 

Although work was started last week on the construction 
of the main building of the Westchester Biltmore Country 
Club, on the Hobart Park Estate, comprising over 600 acres 
at Harrison, near Rye, N. Y., the plumbing and heating con- 
tracts are still to be awarded. The George A. Fuller Con- 
struction Co., which has the general contract, says that the 
question of who will do the plumbing and heating work has 
not yet been decided. 

This mew country club is to cost six million dollars and 
the main building is to contain four hundred rooms and 
baths, so that the plumbing and heating contracts will be of 
considerable importance. 

Warren & Wetmore are the architects of the big club house. 
The building will be connected by interior highways with both 
Purchase Street and White Plains Road, the two highways 
by which the property is bounded. The entrance to the hotel 
will be through a fore court. On the west side of the fore 
court will be a golf house and on the south side the hotel 
proper, and upon the east side the bachelors’ wing. 

North of the hotel and separated from the fore court by 
a number of tennis courts will be a group of service buildings 
consisting of a stable for riding horses, a power plant, laun- 
dry, service building, chauffeurs’ building and a garage with 
a capacity for about 250 automobiles. The group of service 
buildings will be connected to the hotel structure by a boule- 
vard eighty feet in width and over 1,000 feet long, where 
it is contemplated that automobiles of guests dining in the 
hotel can be parked. The various buildings will all be de- 
signed in the one style of architecture. It will be Italian 
Rennaissance in character. The side walls of the building 
will be of brick and stucco and the roofs of green tile. 


The hotel structure will be rather unusual in plan, consist- 
ing of four fan-shaped arms extending in right angles from 
each end of a main central building. The main floor will con- 
tain a large dining room, a erill-room, a lounge and office. 
It is expected that the structure will be completed by Me- 
morial Day, 1921. 

















June 26, 1920 


‘A permanent camp has been established on the property 
for housing a large force of workmen brought from adjacent 
cities because of the scarcity of local labor. 

Contracts Recently Awarded. 

Baker, Smith & Co. have been awarded the heating con- 
tract on the new two-million-dollar hospital that is to be 
erected at the corner of Fifth Avenue and 100th Street. The 
plumbing contract, which is a large one, has been awarded 
to Paul Bolger, 666 Lexington Avenue. 


Child & Scott are doing the heating work on the new plant 
of the Pirika Chocolate Co., now being erected in Brooklyn. 

Baker, Smith & Co. are doing the heating work on the new 
building of the Phoenix Life Insurance Co., at Hartford, 
Conn. 

W. G. Cornell & Co. 
annex to the Metropolitan Life 
Street and Madison Avenue. 

William C. O’Keefe & Sons, 467 Fifth Avenue, Brooklyn, 
have been awarded the plumbing contract on the $80,000 con- 
vent building that is to be erected on Grove Street. 

Johnson & Morris, 538 West Twenty-third Street, have se- 
cured the heating contract for the $800,000 residence which 
Colonel E. H. R. Greene is to erect at Dartmouth, Mass. 

C. W. Brazer, 1133 Broadway, architect, is receiving bids 
on the new Dunwoodie Home for convalescents which is to be 
erected at Dunwoodie, N. Y., at a cost of $300,000. Several 
leading Westchester plumbing and heating contractors have 
hopes of landing this job. Because of the transportation 
tie-up, which is making it necessary to ship supplies by motor 
truck in many cases, local contractors believe that they will 
have the advantage over bidders from New York City. 


Massachusetts 


have the heating contract for the 
Building, at Twenty-third 








Bids for public convenience stations which are to be erected 
in five parks in the city of Lynn will be received soon by the 
park board. No appropriation has yet been made for the sta- 
tions, the board being desirous of getting estimates before 
going to the city for funds. The stations in addition to the 
usual toilet facilities will contain shower baths; and for this 
reason will be located near the athletic fields. 

An order providing for an increase in the salary of the in- 
spector of plumbing of Fall River has been passed by the 
aldermen and is before the mayor for signature. 





of Norwalk, has 


The Norwalk Heating & Plumbing Co., 
the contract for heating and plumbing in a $10,000 modern 
bungalow being erected in that city for R. W. Scofield. 

Residents of the “West End” in New Haven have taken 
steps toward obtaining a public comfort station in that sec- 
tion. At a meeting of the West End Association a committee 
was appointed to co-operate with other civic societies. 


Bertha M. Betts Co., of Norwalk, which concern recently 
has taken over the plumbling business of Jones & Hotchkiss 
Co., has the contract for plumbing and heating in a dwelling 
at East Norwalk, for Mrs. Edith Connors. 





Atlanta. 


George W. Payne has sold his interest in the Columbus 
Plumbirg & Heating Co., Columbus, Ga., and has formed a 
partnership with S. H. Waters, and the new firm has just 
purchased the entire holdings of H. T. O’Shields in the Mell 
Plumbing Co., 59 South Pryor Street, in Atlanta. The new 
firm is now in active control of this business. 


DOMESTIC ENGINEERING 641 








VICTOR 


Double Drainage 
Shower Traps 


Victor Shower Traps—‘Double Drainage”’—are 
installed by plumbers because they always carry 
ALL the iealeane into the water pipes. 

They are so constructed that a flat saving of 60% 
is made in the cost of installation alone, while the 
location of their drainage holes obviates the need 
for cutting holes and slots in the concrete to pre- 
vent their filling up. 


Built of brass at every point where rust or corrosion is 
possible, VICTOR Traps cannot fail to function and there 
fore never cause damage. 
Write today ya your vs of our Booklet with all the facts. 
Licensed under Patent No. 855017. 
Co. 





The Victor Brass Mfg. 


Cleveland, Ohio 





























Pop Valves 


We make them RIGHT 






The McRae & Roberts Co. 


100 Campbell Ave., Detroit 









MANUFACTURERS OF 
Valves, Bibbs, Stop & Wastes, 
Pipe Fittings, Air Cocks, Water Gauges 


Write for Prices 










642 


DOMESTIC 











THE IMICO LINE 





Write for Catalogue and Prices 


ILLINOIS MALLEABLE IRON CO. 
1801-1825 Diversey Parkway CHICAGO 




















THE GENUINE ARMSTRONG 





HINGED PIPE VISE 





Has Been Imitated Many Times 
But Never Improved 
on the Original 





Manufactured and Sold By 


THE ARMSTRONG MFG. COMPANY 


284 Knowlton St., Bridgeport, Conn. 





New York Office: 248 Canal St. 














ENGINEERING June 26, 1920 
Phe (Gresham Jackson (o.. 26 Luckie Street, Atlanta, has 
cured the contract for the installation of plumbing and heat 


Peachtree Street. 


Avenue, At 


| , ] 
in the new Howard Theater on 


The Boatenreiter Plumbing Co., 92 Edgewood 





nta, h just completed the installation of plumbing 1n the 

hye pital building at the Nacoochee Institute in Sautee, Ga. 
Other Cities in the State. 

Walter Denson, Columbus, ts installing the heat: ¢ in the 
new Couch garage building on Thirteenth Street n that city. 
Ife will also install the heating in the Waverly Terrace At 
jl a and Wm seven new residences 

Paul Elmore Albany, has secured the contract for the in 
tallation ot plumbing and heating in the county jail at Rome, 
nd in the prison house at Soperton. Tle also wil install the 
plumbing nm two residences to be erected] in Albany. 

ko i. Babbitt, Albany, has been awarded the contract to in 
stall plumbing m the residens ir ected in that city on 
leffers Street ror | -: 4% M1 Rabbitt recently com- 
leted tl plumbing and heating installations in Dr. J. E. 
Wricht’s sanitarium in ¢ (; 

lr. Wood & Co., Dawson, has the contracts to install heat 
ing and plumbing in several residences to erected in that 
city m the neat tuture, and ha also secured the contract to 
construct a sewer system and lay water mains in that city. 

I. J. Schroeder, Americus, is to install the plumlire in the 
Ryelander theatre building to be erected there, and 1s at pre- 
sent engaged with the installation of plumbing in several new 
residences m Americus and vicinity. 

4 
‘¢.. Minnesota 
4 
| 
— =e 
Minneapolis 

Relden, Porter Gray Co., 914 Mary Place, Minneapolis, has 

ed the contract to plumbing in the addition that 


mstall 


is to be made to the Bemis Bae Co. of 600 Soutn Fourth St. 


The American Plumbing Co., 1308 Nicollet Avenue, and 
Western Heating Co., 13 East Thirty-sixth Street, are to 
install the plumbing and heating, respectively, in the new 
ce cream tactory that is to be erected at Hawthorne and 
Lyndale Avenues for the Jersey Ice Cream Co. 

Harry Horwitz, 512 North Lyndale Avenue, has the con- 
tract for the installation of plumbing and heating in the 
‘esidence and garage which will be erected at Twelfth and 


Vincennes Avenues for D. Friedman. 


The Hughes Heating & Plumbing Co., 514 East Franklin 
Avenue, is to install the plumbing and heating in the rest- 
lence of J. S. Proctor, 2008 South Irving Avenue, and \W. II. 
Barber, 3624 Third Avenue. The plumbing in the residence 
f J. M.'Carter at Sixty-sixth Street and South Lyndale Av- 
‘nue, will be installed by the Hughes company. 

Charles Wilkins & Co., 214 South Seventh Street, have 
the plumbing contract, and C. E. Hasey, Builders Exchange 


has secured the heating contract on the new hotel building 
to be erected in Lamberton. 
Harry C. Ridler, 3248 Pleasant 


hidder on the contracts for the 


Avenue, was the successtul 


installation of plumbing and 


heating in the warehouse that is to be erected for the North- 
western Terminal Co.. in Northeast Minneapolis. 
The Western Heating Co., 13 East Thirty-sixth Street, 


has been awarded the contract to install plumbing and heat- 
ing in the residence that will be built for E. C. Ramstad at 
4952 South Emerson Street. 

M. J. McGrath, 1415 Third Avenue, Minneapolis, has the 
contract for the installation of plumbing in the new church 
for Tracy, Minn. 

A. W. Scott Co., South Sixth Street, Minneapolis, is 
to install the plumbing in the four-family cottage that is to 
be erected in Crookston for the State Board of Control. 


21° 


Belden, Porter-Gray Co., 914 Mary Place, will install the 
plumbing and heating systems in the additions to the 
Northrup Collegiate School for Girls at 407 Kenwood Park- 
way. 


John Shogren, 1430 Thirty-first Street, has the heating 
contract, and the Western Heating Co., 13 East Thirty- 
sixth Street, the plumbing contract on the residence to be 
built for Henry Boos at Sheridan Avenue and Lake Drive. 
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David Haas, 723 North Sixth Avenue, has successfully 
negotiated for the contract to install plumbing and heating 
in the new garage building for the Robinson Motor Truck 
Co., at Seventeenth Street and Nicollet Avenue. 

The contract for the plumbing and heating in the re- 
modeled section of the department store at Seventh and 
Nicolett Avenue has been secured by Harry a Ridler, of 
3248 Pleasant Avenue. 

Plumbing in the residence of John P. Stewart. erected 
Forty-fourth Street and Garfield Avenue, is to be installed 
by B. H. Nelson, of 734 East Lake Street. 

J. P. Sweigert, 1804 North Washington Avenue, has the 
contract for the installation of plumbing and heating in the 
picture theatre to be erected at 407 Plymouth Avenue. 

R. H. Utter, 2539 Central Avenue, is to install the plumb- 
ing in the new undertaking parlors at 2312 Central Avenue. 
. St. Paul. 

The Healy Plumbing & Heating Co., 278 West Third 
Street, has secured the heating and plumbing contracts on 
the hospital to be erected in that city for the Northern 
Pacific Mutual Benetit Association, at Simpson and Edmund 
Streets, 

Other Cities in the State. 

. H. Casey, Jordan and Chris Juni Hardware Co., Jordan, 
have the contracts to install the plumbing and _ heating, 
respectively, in the new high and grade school that is to 
be erected in that city. 

P. J. Gallagher, Faribault, on his bid of $91,833, was 
the contract to install the heating, ventilating and 


awarded 
erected in Owa- 


plumbing in the high school that is to be 
tonna. 

The Star Contracting Co., Rochester, will install the 
plumbing, heating and ventilating systems in the school to 
be erected in that city. 


wane 
4447 


Washington : 


Seattle and Vicinity. 

The strike of the Allied Building Trades in Seattle, which 
started on June 1st with a fanfare and flourish, “petered” 
out on June 7th, with no one affected to any noticeable ex- 
tent, with the exception of the carpent€rs and allied crafts, 
who participated in the walkout. Employes ot master 
plumbers and heating engineers, in a few instances, were 
“pulled” off the jobs for a few days, in spite of the fact 
that the journeymen are working in closest harmony with 
their employers. However, as a whole, men of the trade 
state that the extent of their losses were nominal. 

At present the situation in Seattle, as relates to the heating 
and plumbing trade, is comparatively quiet. Residence work 
showed a noticeable decrease during May over past months 
of the year, in spite of the fact that lumber has taken a drop 
of about 10 per cent. The decrease in residence construc- 
tion comes unexpectedly, as authorities had predicted a big 
season of home building this spring and summer. A grad- 
decline in the price of real estate and homes already 
slackening in 





ual 
built, may account, in a measure, for the 


building. 

Big work, such as business buildings, hotels and apart- 
ment houses, promised for this spring and summer, has 
not materialized to date. Most of the men of the trade in 
Seattle are not complaining over the present quiet spell; 
there is considerable work to do and a majority of the 
shops are carrying on in a satisfactory manner. 

Plumbing and heating contractors in Seattle, Tacoma and 
Everett, at this time, are figuring on a $15,000 contract, to 
be Iet June 28th by the Everett Armory Commission. The 
work calls for the installation of plumbing, heating and 
ventilating system in the Everett Armory, a structure which 
will cost, completed, about $125,000. 

3ids were recently opened for general contract, plumbing 
and heating in the proposed two-story and basement 
Hebrew free school, to be erected at Eighteenth and East 
Alder Streets, Seattle, showing John Gordon, contractor, 
Green Building, low at $54,710. 

Architect Charles Haynes, Melhorn Building, Seattle, has 
completed plans for three modern brick and frame resi- 
dences, involving an outlay of $45,000. 

Architects Baker, Vogel & Evans, Pacific Block, Seattle, 
are to prepare plans for a $30,000 two-story, eight-room 
building at Bellevue, for School District No. 49. 














One of the 105 Styles of 
ea American Cast N. P. Lavatory Traps 


The artistic design and amooth finish of 
AMERICAN Traps will appeal tnstantly to 
vour customers. 





Made perfectly 
smooth inside and 
out-—-deep water 
seal, full sized 
waterway 

You can depend 
upon the AMBER- 
ICAN Line. 

Write for catalog. 


AMERICAN SANITARY MANUFACTURING CO. 


Fig. 301 Abingdon, Illinois 
Manufacturers of Fine N. P. Brass Specialties 











TURNER tor'stasr TORCH 


For Gasoline 








has some new and interesting features 


Open type burner with which it is equip- 
ped, generates greater heat than the ordi- 
nary § type. Superheats and _ properly 
mixes the air before it enters combustion 
chamber of burner, and is immune from 
wind and cold air currents. 


Ask your jobber for the Turner 





The Turner Brass Work: 


No. 2U2 Dept. D 
List $16 Sycamore, Illinois 








CUT DOWN LABOR COSTS 


and do a better job of pipe cutting with the 


FAD G pul 


PIPE CUTRER WHEL. 
Y 


GetaB & BCutter Wheel from 
your jobber. Make any test you 
wish. Ask about our positive 
guarantee. 


B & B TOOL & MACHINE WORKS 


519 W. VAN BUREN ST. CHICAGO 
Cutter Wheel Specialists 














Y I\ YO G 


“THE CLEANER CLOSET” 


Patent Pending 


Made of “‘Castex’’ Whitest Vitri- 


fied China. A closet of the 
washdown type but _ infinitely 


better. 
See your nearest jobber 


HICAGO POTTERY Co. 
924-40 Clybourn Ave., Chicago 
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What Sells Gas Heaters? 


People buy gas heaters for SERVICE. 
They want hot water—when they want it. 
But when it comes to the KIND of heater 
it's the one that will give them full serv- 
ice, at the least expense in GAS, that Sells. 
That heater is the New Parrott. We are 
prepared to prove this to any interested 
person or persons. The New Parrott fur- 
nishes THE CHEAPEST HOT WATER 
IN THE WORLD—without any exception. 
Ask us for full information about the New 
Parrott. Send for “The Story of the 
Parrott.”’ 


Parrott Heater Company 





224 21st Street 
DETROIT, MICH. 














HAYDENVILLE 


Self-Closing 
BIBBS and COCKS 
Have stood the test 

of time. 


You are making a 
serious mistake if 
you do not use 
them. 


THE HAYDENVILLE COMPANY 


Haydenville, Mass. 











ATROY 


SANTTARY 
PPL MESING, 
PINTURES 


DUQUET 


A line representing the most advanced ideas in Sanita- 
tion. Economy of Operation and Ease of Installations. 


Duojet Closete—Flushing Val 
ing Fountai -Closing Cocks— 
Liquid Soap Fixtures, Etc. 
Manufactured and Sold Exclusively by 
The Imperial Brass Manufacturing Co 
610 South Racine Avenve, Chicago, IIL 


Fo ton) Ge Ds On On Oe SO] 











Don’t Be Content 


With Ordinary Roof Fiash- 
ings 


Specify and Use the 
Reliable 


“SIMPLEX” 


Made in 


All Lead—Copper—Galvan- 
ized Iron 


Every Flashing Adjustable 
Every Fiashing Perfect 


Manufactured only by 





RRA! aa 
Simplex Mfg. Company 
313 S. Clinton St. 


Chicago 
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A new firm, to be known as Biffer & Wagner, has en- 
tered the plumbing and heating field in Seattle. Frank 
Biffer and Fred V. Wagner, who have purchased the plumb- 
ing and heating business formerly known as the Service 
Co., at 1207 East Madison Street, are the executives of the 
new firm. Mr. Biffer comes to Seattle from Los Angeles, 
where he was engaged in the plumbing and heating busi- 
ness. 

Other Cities in the State. 

Contractors and builders in Spokane believe that recent 
agreements with building tradesmen will eliminate further 
labor troubles in the building lines for the remainder of 
the year. Some modifications in the working arrangements 
on some of the buildings under way, or about to be started, 
have been agreed upon, and under the changes, men will be 
permitted to work on buildings who otherwise would not 
be allowed to enter upon the job. 

The Knights of Columbus, Yakima, will erect a new 
three-story clubhouse, to cost $40,000. A complete gym- 
nasium, with shower baths, and pool, will be installed in 
the basement. 

J. J. Clark, Clark Investment Co., Everett, announces 
that a three-story brick hotel building will be erected o 
the corner of Wetmore and Hewitt Avenues. 

Contracts for a new school to be erected at Dupont, 
Wash., are to be awarded soon from plans prepared by 
Architects Heath, Gove & Bell, Tacoma. The structure 
will be an addition to the present building, and will contain 
three class rooms and a heating plant. 

M. Stultz, Charleston, is erecting a new office building in 
that city. The main floor of the new building is to be de- 
voted to a complete line of plumbing supplies and general 
sheet metal work display. 

W. B. Coffee Plumbing & Heating Co., of Tacoma, on 
its bid of $4,169, has been awarded the plumbing contract on 
the new school building that is to be erected in Auburn. The 
contract for heating was secured by Ernst & Wolff, 311 
Stewart Street, on a bid of $7,393. 

Following bids were submitted to the School Board of 
Black Diamond for the installation of plumbing and heating 
in the new school building: Ernest & Wolff, 311 Stewart 
Street, $6,627; Wenzler & Ward, 2705 First. Avenue, $6,502; 
Hellenthal Plumbing & Heating Co., 90 University Way, 
$6,700; W. B. Mullen, 3615 Phinney Avenue, $6,700; R. A. 
Appling, Tacoma, $7,287; L. L. Lentz, Tacoma, $7,306; 
Coffee Plumbing & Heating Co., Tacoma, $7,675; University 
Plumbing & Heating Co., 3939 Fourteenth, N. E., $8,011. 
Action will be taken on the bids in the near future. 





Portland and Vicinity. 

Contracts for the three-story hotel and store building to 
be erected by G. D. Dunning at Broadway and Ankeny 
Streets, Portland, have been awarded by the architects, 
Houghtaling & Dougan, Elks Building. General contract 
went to Oscar Wayman, for $35,939; plumbing and heating 
to Fox & Co., on their bid of $11,031. 

Bids have been submitted for the proposed county hos- 
pital and boiler house to be erected in Portland by Mult- 
nomah County Commissioners. J. M. Dougan Co., Railway 
Exchange Building, submitted low bid at $347,435. Bids 
for sub-contracts have not been opened. . 

Following bids were submitted by Portland firms for the 
heating in the City Detention Hospital at Kelly Butte, to 
be erected by the city of Portland: 





Omit Control 

Complete Second Floor System 
Fox & Co $5,600 $4,800 $930 
Sturges & Sturges......... 6,200 5,344 825 
W. F. Fieminzw.................. 6,125 | ae 
Kendall Heating Co........ 5,234 4,284 985 
Alaska Plumbing Co...... 5.100 inn 885 
Rushlight & Hastorf...... 5,339 4,888 885 
Finnegan & Williams...... 5,770 4,935 973 


After opening of bids, Mr. Fleming stated that his pro- 
posal included the thermostat control. If bid is accepted 
on this basis, a reduction of $885 will be made for the con- 
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trol. Finnegan & Williams submitted several alternate “oe 
propositions, one for $5,619, and another $5,420. ay 

City Purchasing Agent, Portland, will receive bids soon » 











for plumbing and heating in the comfort station at Fourth 
aes sate om GAUCE GLASS 

Emil Schacht, architect, Commonwealth Building, Port- Pie 
land, is preparing plans for a group of eight cottages to be IMMEDIATE DELIVERY 
built at Seaside for William Shepherd, East Ninth and STANDARD AND HICH PRESSURE 
Multnomah Streets, Portland. Cottages will have four and Our High Pressure Glasses have fused ends 
five rooms each, with hot and cold water connections and and are annealed by special process. Try 
baths. them for highest steam pressures. 

Plans for the large natatorium to be built in Baker have We manufacture Automatic Air Valves and ) 
been completed by M. P. White, architect, and bids will be “ Hot Water Thermometers, gh 
called soon for general and sub-contracts. The structure \ 

: ; . & 
will be two stories, 198x113 ft., with a swimming tank MAGEE STEAM SFEGIALTY CORPORATION 
45x112 ft. Provision is made for 125 locker rooms with : memantine 














afs 





separate shower and lounging rooms. 
saldwin & Swope, contractors, Hood River, have been (i, 
awarded contract for the new grade school at Parkdale. fais Me 


The new structure will be two stories high, of concrete and 
tile, and equipped with heating and ventilating system. The 
building will cost about $30,000. be N O WITTE 

_ . . 2. . ‘ . , . . ~ 

The State Board of Control is considering plans for en- 
larging and moving the present heating plant at the State 
Home for the Feeble Minded. An appropriation of $10,000 
has been made for the work. Fred A. Legg, architect, 
Salem, and J. H. Keller, heating engineer, of Portland, have 
been consulted in the work. 





The cut shewa 
here represents 
one of our beas- 
tiful special de- 
sign bath reom 
fittings — porce- 
lain enamel on 
caat iron. An 
everlasting fin- 
iah. 





Write for 
catalog and dies- 


San Francisco and Vicinity. 








A matter of great importance to the master plumbers oi C-87 Soap Dish Size 4 in. by Sin. counts 
this city and county is now betore the board of supervisors. . 
It is the proposal to meet the increased taxation which must American Enameled Products Co. 
be raised, to supplement the loss of revenue, caused by abolish- “ge 
“ . 2118-2128 Prairie Avenue - - CHICAGO 





ing liquor licenses. The high cost of living also makes it a 
matter of necessity for the city to command a greater rev- 
enue than ever before. This, naturally, does not apply only 


to plumbing interests, but to all taxable business. The master To Make One Blade of Grass 


plumbers, however, have been quick to meet the situation and 








serve the purpose of two, has 


have held two midnight sessions of their association, in order , 

: 2 theep « vs of restrictec ro- 
thoroughly to thrash out the question of what is the best and een. great an oeunneana 
most economical method of adding to the taxation of plumbing value as making two blades 

grow where one grew before 


interests. 


The first proposal was to tax each master plumber $50 per ea HOSE 
‘ c . c bd r ° i Bad ins | 
annum, regardiess of his volume of business. ‘To this was ( 
In Two Sizes 


to be added a tax of 1 per cent on all his contracts, to be 
gauged by the work, as permits are applied for with the 
board of health. ‘lhis seemed acceptable to the committee of 
the board of supervisors, but, after discussing the proposition, 
it did not appeal to the majority of the master plumbers. 
When asked to state the matter for “Domestic Engineering,” 
John L. E. Firmin, state secretary of the Master Plumbers’ 
Association of California, said: 

“We master plumbers realize the financial necessities of San a 
Francisco, as it now costs more to run the city, and liquor GRAND RAPIDS 
licenses are no longer yielding a revenue. As citizens, | we WOLVERINE BRASS WORKS MICHIGAN | 
are quite agreeable to the proposed rate of $50 flat. It isn’t New York, N. Y. San Francisco, Calif. 
the cost of the added one per cent that we object to, but we 
don’t like the method. In the first place, it would add ma- 
terially to the overhead expenses of the board of health. It 


would also add to each master plumber’s expenses. Besides, A Household W ord 


Represent economy tin 
production, stock 


and $ bs $. 


Fit varying thicknesses 
from ™ inch to 
1% inch. 


Ask for circular. 





“Ruilt to Maintain a 
Reputation.” 

















the 1 per cent tax would always be open to dispute. 

“Several plans were suggested. We finally hit upon the 
idea that it would be better to have another flat sum of $50 
per annum, payable quarterly, in installments of $12.50 each. 
This makes a total of $100 for each master plumber—one 
payment of $50, and another of $50 in four installments.” 

Mr. Firmin added that this plan was generally accepted as 
satisfactory. It would insure an amount sufficient to pay the 
expenses of the plumbing department of the board of health, 
which maintains two plumbing inspectors. It would also 
avoid the necessity for new overhead expenses which would 
have been necessitated to record and keep track of the pro- 
posed 1 per cent tax of plumbing permits. The fifty per cent 
tox to be collected in quarterly payments would only amount 
roughly, to $1 per week to each master plumber and the cost 
of bookkeeping, etc., involved by the 1 per cent proposed tax 
would, in many cases, amount to more. 

After the second midnight meeting, when the matter had 
been thoroughly thrashed out, a specially appointed commit- 


The name “Humphrey” in con- 
nection with Automatic Gas Water 
Heaters is known the country 
over. The dealer and plumber 
who sell it get the advantage of 
this prestige which results in easy 
sales and satisfactory service. 





Try the Humphrey on your next 
water heater job. 





Write for full description 


HUMPHREY COMPANY 


Div. Ruud Mfg. Co. 
Kalamazoo, Michigan 
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KEROSENE 
“== WATER HEATER 


WICKLESS BURNER generates its 
own gas and throws a clean, powerful 





‘ 
iivitrne. 


Ikasy to operate and guaranteed for 
tisfactor servie 


‘oT old no comebacks 


THE HOTSTREAM 
HEATER CO. 
CLEVELAND 


‘(Makers of Heaters that Heat”’ 
(We also make a complete line of 
single and double copper coil, and 
cast iron coil gas water heaters.) 

















Opens Full On One Turn 


A strictly graduating valve 
guaranteed to heat farthest and 
nearest radiators at the same 
time. 

Non-rising stem. Air and 
steam tight graduated dial. 


Write today for free catalog giving 
full description. 


ECONOMY VAPOR HEATING 
COMPANY 


Lyric Building Omaha, Neb. 








One Of 


THE “REASONS WHY” 
You Should Handle 


DETROIT WATER HEATERS 
ECONOMY OF OPERATION 


The much greater surfaces of 
metal. backed by a film of water, 
exposed to the burning gases, in our 
heater means that the desired re- 
sult can be obtained by the burning 
of 25 to 35 percent less gas. 





Detroit Heater Corporation 


715-17-19 Grand River Ave. . Detroit, Mich. 











HARTMAN INGOT 























SHIP US YOUR SCRAP METALS 


2511-2525 West 2l1st Street 


CHICAGO, ILL. 








tee appeared before the committee of the board of super 
sors to propose the $100 flat rate on all master plumbers. 

Th, committee included Alfred F. Wilson, chairman; John 
L. E. Firmin, secretary; Director Alfred Coleman, ex-prest- 
dent, and Director Jos. Rohr. The proposition was tavorably 
received by the supervisors’ committee and the matter is now 
before the board of supervisors. 

This week open house is being held at the Electrical Home, 
25 Junipero Serra Boulevard, St. Francis Weed, a fashionable 
suburb of San Francisco. As ome speak r observed, every- 
thing in this establishment 1s moved by electricity, except the 
cradle. It marks a new era ot home comfort, free from the 
toils of washboards and brooms. On the opening day, John 
A. Britton, imtroduced as the dean of electrical men, com 
mented on the change which has taken place since he first 


engaged in public utility service. Mr. Britton is president of 
the Pacitic Gas and Electric Co. The opening program was 
held under the direction of the Califorma Electrical Co-oper 
ative campaign committee, the San Francisco Electrical De 


velopment League and the Mason-McDuthe Co. 

The Architectural Department of the Marconi Wireless 
Telephone Co., 433 Calitornia Street, is taking figures tor 
six frame dwellings to be erected at Bolimas, Marin County. 

Robert Trost, of San Francisco, submitted the lowest. bid 
to the commanding officer at the Benicia Arsenal tor the 
erection of a service station, installation of pumps, tanks, etc., 
at $3,956 and will probably be awarded the contract. 

A one-story reinforced concrete creamery building is to be 
erected at the University of California Farm, according to 
plans prepared by Architect Wm. C. Hays, of San Francisco. 
lhe cost of the structure is estimated at $100,000. 

Architect Hays 1s making plans for a two-story hospital 
building to be erected at Santa Cruz at a cost of $70,000. 

The Berkeley Board of Education has awarded contracts 
tor the construction of the Lincoln and the Gartield Schools. 
Kor the Lincoln School the plumbing has been awarded to 
scott & Co. Oakland, $9,988, and heating to Scott Co., Oak- 
land, $7,697. lor the Gartield School, heating to Carl T. 
Do¢ell, $10,699, and plumbing to F. W. Snook Co., San Fran 
CISCO, 

The San Francisco Board of Public Works has awarded 
plumbing contracts for street work to Thos. Gallagher, the 
State Improvement Co. and the Fay Improvement Co 


Oakland. 

A banquet was held by the Oakland, Berkeley and Ala 
meda Master Plumbers’ Association in its room in Oakland, 
on Monday evening, June 14th. Over 100 members attended 
the gathering, which was in charges of the ladies’ auxiliary, 
headed by Mrs. Charles Smith, and including: Mrs. O. L 
Zeis, Mrs. John Rankin, Mrs. George Stoddard, Mrs. James 
Rankin, Mrs. Lew Blake and Mrs. George Rodman. Many 
interesting talks were given by the lady members, and much 
praise was extended to the master plumbers for the success- 
tul convention of the California State Association of Master 
Plumbers, held recently in Oakland. George Stoddard, chair- 
man of the convention committee, as a tokcn of apprecia- 
tion, was presented with a monogrammed gentlemen’s 
leather traveling outfit. 

Scott & Co., of Oakland, have been awarded the plumbing 
contract for the new Bank of Italy Building at Stockton. 

W. H. Graham, Oakland, has recently opened a new 
branch store at 355 Twelfth Street, Oakland, which will be 
operated in conjunction with his plumbing establishment 
at 1115 East Twelfth Street. 

H. G. Newman, 520 Sixteenth Street, Oakland, has se- 
cured the contract for the installation of plumbing in the 
Chevrolet Motor Co.’s new plant in that city, and in several 
others buildings, now in the course of construction. 


Los Angeles and Vicinity. 

Despite the high cost of materials, the building activities 
of Los Angeles and vicinity are on the increase. The ma- 
jority of permits issued are for bungalows and residences. 
Contractors predict this class of building will steadily in- 
crease until autumn when it will develop into a boom 
eclipsing any of previous years. They base their opinion 
on the fact of the present shortage of houses and believe 
there will be a greater demand for houses this fall when 
the annual tourist rush is at its height. 

According to the records of the City Building Depart- 
ment, the permits for plumbing work issued for the last 
four months have shown a substantial increase over the 
figures for last year. 

Los Angeles voters authorized a bond issue of $9,600,000 








June 26, 1920 DOMESTIC ENGINEERING 647 


last week to build about fifty new school buildings. Archi- 
tects have not yet been employed to design these buildings, 
but it is stated that only permanent structures with modern 
plumbing and heating equipment will be erected. 

Chas. Siegel and Harvey Schmelzer have opened a plumb- 
ing shop at 323 Beverly Hills Drive. Beverly Hills is a new 
high class residential district just west of Los Angeles. 

J. Hokom, 4312 Moneta Avenue, has the contract, at 
$12,935, for plumbing, and Thomas Haverty Co., 318 East 
Eighth Street, the contract at $12,585, for steam heating 
in the new East Seventh Street School Building. 

The Board of Trustees of Fullerton Union High School, 
Fullerton, will receive bids until July 16th for the erection 
of a new domestic science and arts building. Carlton M. 
Winslow, 1124 Van Nuys Building, Los Angeles, is the archi- 


test. The estimated cost of the building is $225,000. Bids 
will be received separately tor heating, ventilating and 
plumbing. 


Bids for the erection of a new gerade school building tor 
the Alametos School District are being received by the 
Board of Trustees of that district. Plans have been prepared 
by Anderson & Farrell, 565 I. W. Hellman Bldg., Los An- 
geles. The building is to cost approximately $20,000. Sep- 
arate bids will be taken for the plumbing. 

A seven-story and basement, Class “A” reinforced con- 
crete apartment house is to be erected on the east side of 
Benton Boulevard near Seventh Street, for Franklin Harper, 
610 S. Westlake Avenue. E. J. Borgmeyer, 114 Stimson 
Building, is the architect. The cost 1s estimated at $400,000; 
the building-will contain 36 apartments. 

Plans for a three-story theatre, store and office building 
are being prepared by Architects Walker & Eisen, 1402 
Hibernian Building, Los Angeles. The building will be 
erected at the corner of American and Bronce Avenues, 
Long Beach. It will contain the theatre, lobby, two store 
rooms and shops and 34 offices. A gas heating system and 
forced draft ventilating system will be installed. Long 
Beach is in the midst of one of the biggest building booms 
in its history. 

A bond issue of $300,000 was authorized at Long Beach 
recently. The money will be used for additions and improve- 
ments to school buildings, installation of modern plumbing 
and heating appliances and the purchase of additional land 
for school buildings. 

The Thomas Haverty Co., 316 East Eighth Street, Los 
Angeles, has been awarded the plumbing contracts for the 
stores and rooming house at 2307 West IF itty-fourth Street 
and residences of J. H. Chapman, Agda C. Moran, F. W. 
Pferffer, Elmer F. Schulter, Mrs. Anna Goodwin, J. I. Bal- 
lard and Ethel Vantier. 

F. J. Donnelly, 1031 North Wilton Place, has secured the 
contract for a brick garage at 1329 South Los Anveles Street: 
a store building at 512-14-16 South Western Avenue and a 
residence at 3620 Second Avenue. 

The City Plumbing & Heating Co., 109 North Western 
Avenue, has the contract for installing twelve fixtures in 
the residence of Mrs. S. Hull at 836 North Kingsley Drive. 

Newton Whitman Co., 605-11 East First Street, has been 
awarded the contract for plumbing a residence at 601 North 
St. Louis Street and a residence at 4501 Huntington Drive. 
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THE PROVINCE OF ONTARIO. 


Ottawa. 

A period of quietness, which was largely caused by the un- 
certainty as to the outlook toward labor, was witnessed in 
the Ottawa contracting and engineering field for the past 
week. Few if any contracts were granted and the trade as 
a whole classed the situation as being “very quiet” and did 
not look forward for any immediate activity. 

Over half a thousand members of the Inside Woodwork- 
ers’ Union went out on strike on June 12th, which resulted 
in fourteen of the largest woodworking factories at Ottawa 
being forced to close down. At the date of writing they con- 
tinued to remain closed, and little or no prospect was held 
out for an early termination of the strike. 








The Smokabate Steel Swinging Arch 


Smokabate guarantees to comply wth any smoke ordinance in the U. S. A 
Money invested in the SMOKABATE means 15 to 35 per cent saving in 
fuel consumption. 

Our method of firing is but once every five to seven hours 

Keep your customers satisfied by giving them an even temperature of heat 
A system which shows more efficiency with HUlinois and tIndiana coal 
than another plant burning Pocahontas 

Burns 90 per cent of the 40 per cent volatile matter in Illinois and 
Indiana coal. 

Actually eliminates soot. 

Think these facts over. it means dollars to you 

Every u.er more than satisfied. 

Call, Phone or Write for more information. 

Oh Yes, It pays for itself in less than a firing season. 


RECOMMEND THIS PROFIT MAKER 
SMOKABATE SERVICE CO. 


3844 Sheffield Ave. CHICAGO, ILL. 














=HOT WATER} 
Without Additional Cost <*« 


Show your customers how they can cook meals 
and heat water at the same time by using the a 
’ 


ELLIOTT Combination Water Heater | ! 
and Gas Stove Top P| 





Made in sizes to fit on top of any wt ° = 


gas range Not necessary to place if ma Ae 
boiler close to range Can be attached ns +4 
to oll stoves if desired Sage tt} 
Most economical means of heating ——T 
water ever devise { a. 
Write for interesting proposition to , hii 
plumbers ; a 
. . ‘ si . fe 
State Rights Offered to Reliable Men. Write Today 
. ; : 
Elliott Water Heater Co., Inc.2-———., 
aed * 
9 WilloughBy St., Brooklyn, N. Y. VW 











“Midland” 3: Roof Flashing 


Will Last as Long as the Building 


No soldered joint—no leaks. 

Made in all sizes—1 to 6 inches 

Base is heavier than 4-lb. sheet lead. 
Large enough to permit two rows of 
shingles to cover upper part. 


MIPLAND METAL MFC 





Angle flashings fit any pitch roof. 


More convenient to stock and pack than others—easier to sell 
and install. Let us tell you why. 


MIDLAND METAL MFG. CO. 


1219 Lydia Avenue Kansas City, Mo. 
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Plumbers’ Brass Goods 
The Recognized Standard 


Traps Supply Pipes 
Closet Tank and Seat Trimmings 
Connected Waste and Overflows 


Write for Catalog and Prices 


Frost Manufacturing Co., Kenosha, Wis. 
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Dependable Showers 


Easily set for desired temperature 


The Milwaukee Mixer 








precludes all danger of scalding. a 7 | 
Made in a variety of designs. | 
Valve either exposed or concealed. } 
China or metal handle. RX 
Order from your jobber. 7 Sax. #) 

oe OK oe 
The Milwaukee Flush Valve Co. 3 vy 
Valve Specialists MILWAUKEE, WIS. — 























The HUL a 
PIPE VISE 


75% quicker tn adjuvuatment than 
any other pipe vise on earth. 


it is all In the sleeve and lock 
ring. 


Positive action. Made for hard 
service. Protected by patent. 


Sizes from % in. to 8 in. 


Ask your jobber, or write 


Columbus Machine Works 


Columbus, Indiana 
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< 
MYERS = 


Cog Gear Pumps 


Dealers who handle Mvyers 
Hasy Operating Cog Gear 
ell and Cistern Pumps find 
ve their best sellers 
because they give the best 
service Patented (og 
Gear Head, Non-Corrosive 





- 
- 


(jlass Vaive Seat, Adjustable Base, Ke- 
versible Spout, Heavy Stand, Large Ajir 
Chamber, Long Set Length and Full Size 
(ylinder insure ease of operation. large ca- 
pacity and long years of service. 
adie Qur Catalog No. P54 shows the complete 
ATTACH MEMT line including Myers Power Pumps, Spray 


Pumps and Accessories. Ask for a copy 
aid get our prices, 


F. E. MYERS & BRO. 
Ashland, Ohio 

















HERBERT MAGAZINE 
WATER TUBE 
SMOHELESS BOILER 


if 7" - PRELRT ROWER 7 Has twice the fire 
, ~—e travel of any boiler of its 
size. 


Burns any kind of coal 
successfully; without 
smoke or gas. 

Low water line. 
Wrought iron tubes 
double life of boiler tubes. 

Easy set and moved in 





place—passes through 
by : _ small opening. Nothing 
RS a , ; a | like it built. 


Write for particulars 


HERBERT BOILER CO. 


Root & La Salle Sts., Chicago 











The walkout of the men had a considerable effect on build- 
ing operations, as sash and door, and interior wood trimmings 
on delivery were held up. Flooring stock also began to grow 
short, with the result that some contractors had to curtail 
their operations. 

Though building operations were temporarily slow, the in- 
dications for the future were bright, as for the month of May 
building permits totalled over half a million dollars. 


PROPER SORTING AND MARKING OF STOCK 
ESSENTIAL TO SUCCESS. 





By A. W. Williams. 


HERE probably never was a time in the history of 
the plumbing industry when it meant as much to the 
master plumber, as it does today, to keep his stocks 
cleaned up, and odd material sorted up and ready for use. 
In the first place, there are many items which are scarce 
and hard to secure, and which may be in the shop, buried 
in barrels and boxes of stray material. Much of this equip- 
ment is worth double or three times what it cost when pur- 
chased, and if the plumber can use it up on the present 
market he will more than get his interest and carrying 
charges out of it, and, in fact, will show a nice profit. 

A prominent master plumber of Louisville, while talking 
to the writer at the Kentucky State convention, discussed 
this subject at an odd moment. He told of one case he 
recently ran into within his own shop. He was handling a 
job upon which he needed four or five Durham “45” con- 
nections. He was unable to secure the size he needed from 
any of the jobbing houses. About that time one of the 
boys found a box of them down in the basement. They 
had been invoiced to him many months before at 15 cents 
each, a few had been used, and the balance placed in stock 
and lost. He was made an offer of 37% cents each for what 
he had left, the offer coming from one of the jobbers who 
needed them badly. 

Supplies Hidden in Barrels. 

He stated that in his own shop, as in every other shop, 
there is a considerable amount of good equipment that ts 
not sorted and marked properly, that is idle in barrels, that 
has been buried away under other equipment, and that is 
tying up capital and producing nothing. On an ascending 
market it is increasing in value, but on a descending market 
it would prove a considerable liability, as on a descending 
market there would be a lot of stock mixed in, which cost 





peak prices. 

A short time ago a master plumber moved his shop, a: 
found that he had several loads of spare equipment. In 
lcoking over the stuff he found a lot of material that he 
didn’t have an idea he owned. Good lead traps, brass valves 
and other goods, that had been lost in the rush. Journey- 
man plumbers come in with extra material, stuff salvaged 
from a job, where it had been shipped direct from the job- 
bing house to the job. On some larger contracts there 
are sometimes several boxes of odds and ends brought back 
to the shop and left unsorted. It is planned to sort it out 
some time, but that time never seems to come in a busy 
shop. 

Where the Fault Lies. 

Much of the fault, in fact, all of the fault, lies with the 
master plumber. It is rank carelessness and nothing else. 
The same sort of methods are frequently found in the small 
automobile repair shops, but the big shops have perfectly 
laid out stock rooms, with a man in charge of the stock 
room, 

In the automobile shops only one man or his assistants 
are allowed to enter the stock room. He charges every~ 
thing he receives against the stock on hand on his sheets, 
aud charges out every item turned over to the shopmen. 
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In the plumbing shop, very often, everyone has access to garni ees tensTvORNOOOOS EL 
the stock room. Probably there are bins, and ag 
may only be boxes 


ain there § : 
y ¢ : . These probably are not marked, and $ 
much equipment is hauled out, and dropped back into the Lied ly on rol ler | 
For all types of heating boilers 
Eliminates Cracking of Sections and Explosions} 


os 


wrong box. 

A few years ago the writer was connected with a jobbing 
house, where one of the stock men was fired, after having 
been warned several times concerning careless stocking. 
He had a habit of throwing overweight fittings from the 
scale on the counter into a box for later sorting, and allow- 
ing the stuff to accumulate. He also had a bad habit of 
pitching fittings at the bin they were supposed to be kept 
in. Probably they didn’t go into that bin at all. 


i 
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A steam separator, emergency temperature 
| reducer, safety device, and automatic feed-§ 
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waterregulator,combined in onesimple device 
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Manufactured by KELLY CONTROLLER CO., CArcage. /il 
Write for complete description to 
THE FAIRBANKS COMPANY, Exclusive Sales Agents 


General Administrative Offices: New York 
Branches in 23 Principal Cities 
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Jobbers have much trouble in keeping stocks properly 
sorted and marked, but they would be in very bad shape, if 
they didn’t know where their stock was, and if they car- 
ried it in the same way as the contractor frequently does. 
If the jobbers’ stocks were carried in mixed barrels it 
would be impossible to enter the jobbing house and get a 


half dozen half-inch galvanized nipples in less than an hour. SNOW FLEXIBLE GASKETS 


It generally requires a couple of minutes. — 
In many of the shops the journeymen waste hours every 
week in looking through boxes and bins for equipment that WATER CLOSET 
they know is somewhere. JOINTS 
that:— 


et te 


— 


EE ee ae ne ee ee ee ase | 


; 


i. 


- 
ti 
1 
; 
{ 
i 
| 
H 
| 
: 
Foor 


ee a ee ten, ety ty Aree tye ety er tp tet A Se 








You merely buy and keep on buying for every job, work- 
ing off a little stray equipment there, but adding to the odd 
lots month after month, and year after year. 

Fix Up Shop in Off Season. 

There are plenty of odd times during the average year 
when carpenters are not busy on other work, and when 
journeymen are not busy. Your own men could frequently 
put up bins on each side of the shop walls. The stenographer 
o:1 a member of the family could at odd times take some 
bristol board and a set of rubber numerals and letters, and 
mark cards to be tacked on each of the bins, this beating - 


SO + t s —. 


legible. 
After building the bins at a comparatively small cost, it 

Heats domestic water just right 

at minimum cost. 


Do not leak sewer gas, 
Do not leak water, 


Are durable. 


ee Sold thru the jobbers 
SNOW FLEXIBLE GASKET CO. 


Chicago, Illinois 
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would be a simple matter to sort up all the odd junk on 
the place. Such material as is defective, obsolete or worth- 
less for installation, should be junked and disposed of at 


, a * 
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A simple, one-piece casting — ye 


, . 3 <. connected below water line on = 
once, as, even as old metal, it is more valuable at the pres es ee ant Cee ine 
ent time than it is likely to be in the years to come. boilers. Does away with fire- 

Many a plumber, if he would sort up and check up his es eay 





Three sizes, for 40, 70 and 
100 gals. capacities. 











stock today in fittings and small equipment, would find 

that he was several hundred dollars better off than he had 

figured. An easy seller and big profit 
‘ , : maker. 

The plumber wouldn’t think of throwing a lot of pennies, 
nickels, dimes, quarters or half dollars into a barrel, and 
let the barrel alone, because it was too much trouble to sort 
out the money. 

However, at today’s markets on pipe fittings, many of 
them represent half dollars and quarters. Many represent 
dimes, and a few represent nickels. There are practically 
no penny pieces left in the stocks today. 

There are probably many plumbers in the country today 
who are always short of cash, who have trouble in making 
up the payroll, who can’t figure tangible assets with a real 
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Showing Heater Connected to 
a Vertical T ype Boiler 





Write for details. 


EXCELSO SPECIALTY WORKS 
601 WHITE BUILDING BUFFALO, NEW YORK 














THOUSAND ISLAND HOUSE 
and THE CROSSMAN HOUSE 
ALEXANDRIA BAY, N. Y. 

NOW OPEN 





book value, and who still have several hundreds and prob- 
ably thousands of dollars tied up in mixed equipment, con- 
sidered as junk by an appraiser, the bankers or the buyer at 
a forced sale. 

Impressing the Banker. 

For instance, if you told a banker that you wanted a 
loan, and he dropped into your shop to see what you had, 
he would immediately be impressed with a long line of bins, 
each containing equipment worth real money, and ready to 
use on a job. At the same time he wouldn't pay much at- 
tention to boxes and barrels of mixed junk. 





are now under the same management. Over four 

hundred rooms, more than half with private 
baths. These two hotels are situated on the St. Law- 
rence in the heart of the Thousand Islands. Finest 
Fishing, Motor Boating, Trap Shooting and Bathing. 
Excellent Cuisine. Orchestra and Dance Hall in hotel. 
The finest auto road from all points. The ideal place 
for your vacation. 


se two leading hotels in the Thousand Islands 


Write for handsome illustrated booklet. 


WILLIAM H. WARBURTON, 


Proprietor 











650 DOMESTIC 


ENGINEERING 





Here’s Your New 


Catalog, Mr. Plumber 


Send for It Quick! 


We have never issued anything 
nearly as valuable to you as 
this NEW CATALOG OF PAUL 

SYSTE MS OF WATER SUP- 






And it'e for YOU. All you 

have to do ts to ask for it 

and we'll be more than giad 

to send it to you post-haste 
Full of illustrations and 
selling information, cover- 
ing everything you want to 
know about these popular 
water systems. 


Ft. Wayne Engineering & Mfg. Co. 
1718 N. Harrison St. 
FORT WAYNE, INDIANA 














The Stone Pipe Joint Protector 


is made of 20 gauge 
galvanized sheet iron 
and laps over at the 
quarter connections. 


9iP E YOI/“y > 


It is flexible so as 
to allow edge of Pro- 
tector to fit tight to 
any untrue pipe. 








PREVENTS _ ROOT TROUBLE. Also make special 
fe CEMENT - . 7 CEMENT SHOULD af : ‘Protector’ for con- 
| nections of 6-inch 
| stone pipe to 4-inch 
(| iron pipe. 

| Write for booklet 


| TAKEN FROM A PHOTOGRAPH , 
puniarennasSnensenenseaiipenestaa and prices. 


FRED LANG 
MINNEAPOLIS, MINN. 





This shows cement removed while 
installing. 


609 PLYMOUTH AVE. 


















N. H. Tank Valve 


Your customer doesn’t care what 
kind of a valve you install in his 
closet tank just so it works nght. 
You can bank on the N. H. Valve 
every time. 


Full size. Guaranteed to give sat- 


isfaction. 


Write for Literature 


EXETER BRASS WORKS 
Exeter, N. H. 


50 Cliff St., Henry Stein, Rep. 


New York Office: 
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Tank Fittings of Quality 
1856 “McSHANE” 
AEDS FEF RR TR TT 


The ORIGINAL Compound Lever Ball Cock, 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1920 


' 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 


MURANO 
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caused many 
become They 


as they depend on 


have 
careless. 


accessible jobbing houses 


Readily 


plumbers in the larger cities to 


don't have to worry about equipment, 


the jobber. If they can’t find it at the first glance, they call 
on the jobber. They figure that they may need the stuff 
some day, anyhow, and that it is standard equipment. 

The small man in the country town who is many miles 
from a jobber, and who has to pay expressage and parcel 


post on small lots at a high cost, and who probably has 
material, needs proper stock assorting as 


However, the city man 


to wire tor rush 
more than the city man. 
useless equipment in a year than 


niuch it not 


will tie up more dollars in 


the country plumber 
Too Costly for Journeymen to Waste Time. 
What a saving of time equipment 1s prop- 


there 1s where 


erly sorted up and readily available (he journeyman 1s 


paid high wages, and it he every day 


wastes a lot of time 
having to go to the 
jobber to deliver it 
time 


and probably 
for the 


looking for equipment, 
house for it, or wait 
plumber 1s wasting more 


1 bbing 
after he reaches the job, the 
and money a week than it would cost him to put in bins, and 
keep up his stock. 

up jobs it would require only a minute or two 
stock room, and find the material needed, 
The plumber will buy Ford cars to save 
and returning from it, but where 
he will re- 


On hurry- 
to go into the 
and get away. 
time in reaching the job, 
he will spend several hundred dollars on a car, 
fuse to spend a few dollars on a stock room. 

Standard pipe fittings should be carried in stock regularly, 
and the stocks should be checked up either from the bins, 
or from the stock sheets at frequent intervals, so that essen- 
“L’s, etc., can be 
There are many 


tial equipment, such as “T’s,” nipples, 
any time on a moment’s notice. 
of these small fittings, many of the 


being used to any great extent. However, half, 


found 
odd sizes not 


three- 


hundreds 


Wen, 








Carrigan, 


Peter E. 


Somerville, 
on June 


was born in 


quarter and inch stock is needed at all times. 
equipment, carry the stock of sheets, issue it to the journey- 
Ke. CZ 
proprietor of a heating and ventilating 
Keene, N. H., March 17, 1860, and had resided 
years a profes- 
first pitcher in his state to 


It isn’t a very big shop either that could not afford to 
pay a young man a regular salary to sort and check up such 
credit the returns, and sort up new ged Devethpinons 
age 
y © | 
Peter E. Carrigan. 

business in Mass., died at his home in that city 
9th following an illness of two weeks. Mr. Carrigan 

mm Somerville 30 years. He was for many 
sional baseball player starting as a pitcher in his native town, 
played in Allentown, Pa., 
and with teams in the New 


and was credited with being the 
curved ball. Later he 
Rutland, Vt.., 


throw a 
Manchester, N. H., 
York 


state league. 





City, Nev., is 


received for the con- 


The Board of Commissioners of Carson 
expected to pass soon on the bids 
struction of the Administration Building on the grounds of 
the Nevada Hospital for Mental Diseases, near Reno, Nev. 
The bids were for general construction, plumbing and elec- 
trical work. The building is to be of reinforced concrete 
and to cost about $200,000. 

Sixteen master builders in Yakima have voted unanimously 
for the open shop, and state they are prepared to proceed 


with building work under that plan. 
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Plumbing Department. | 
1,342,716. Closet-Ventilator. Kdwin <A. Johnston, Johns 


town, Pa. In a closet ventilator, an over-flow pipe, an ex- 


haust pipe having a hood covering the end of the over-flow 


pipe and adapted to form a water seal therebetween, a motot 
operated fan in the exhaust pipe, seat-operated means for en 


ergizing the motor, and float-operated means coacting with 


said seat-operated means for de-energizing the motor. 



































1,342,505. Lid for Closet Seats. George Edward Kinch, 


Quirindi, New South Wales, Australia. The combination with 
a closet seat, of means hingedly connected to the rear of said 
seat, and a seat lid pivotally carried by the forward end of 
said means, the forward edge of said lid being at all times in 
advance of its pivotal axis and in the open position below said 


axis. 























1,342,7 ‘ 34. 


1,342,499. Closet-Bowl. Frederick J. Clifford and Lindon A. 
Perry, Chicago, Ill, assignors to Chicago Pottery Company, 
Chicago, Ill., a Corporation of New Jersey. The process of 
making a closet bowl which includes the following related 
steps: casting the outer body wall and the trap forming 
spoon, and thereafter positioning a basin forming tongue or 
partition above said spoon. 

1,342,734. Water-Distributor. Alfred Henri Barthez, Alger- 
Selcourt, Algeria. A distributor for water and other liquids 
and fluids comprising a cylinder having orifices therein for the 
entrance and exit of the fluid respectively, a hollow slide in 
said cylinder in communication with the entrance orifice having 
orifices normally out of communication with the exit, a dif- 
fuser fixed between the cylinder and the slide opposite the exit 
orifice and consisting of a ring having upper and lower parts 








IF IT’S A WARNOCK, IT’S GOOD 


One advan- 
tage of the 


| WARNOCK 
WRENCH 


is its adaptability. Can be used on any job. Is 
especially desirable for Nickel-plated piping, be- 
cause it will not slip or scratch 

Endorsed by all plumbers who have used it. 
Ask your jobber. 


WARNOCK MFG. CO. 


WORCESTER MASS. 
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“Standard” Plumbing Fixtures 


Permanent exhibits in the followin} cities: 


NEW YORK EAST ST.LOUIS WHEELING NASHVILLE KANSAS CITY 
BOSTON CLEVELAND HUNTINGTON NEW ORLEANS SAN FRANCISCO 
PHILADELPHIA CINCINNATI ERIE HOUSTON LOS ANGELES 
WASHINGTON TOLEDO ALTOONA DALLAS DETROIT 
PITTSBURGH COLUMBUS MILWAUKEE SAN ANTONIO TORONTO, CAN, 
CHICAGO CANTON LOUISVILLE FORT WORTH HAMILTON, CAN, 
eT. LOuISs YOUNGSTOWN 


Standard Sanitary Mfg. Co., Pittsburgh 


workman, advertise in the Classified 
Department of ‘‘Domestic Engineering.’ 


Used by the best houses in the trade. 


q If you want a salesman, foreman or 


UDCA ELUTE hg 
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STAR NACO BOILER 
DOUBLE SEAL WELDED AND RIVETED 
The Sturdiest Range Boiler Made 
SEND FOR CATALOG 


Detroit Range Boiler & Steel Barrel Co., —_ Detroit, Mich. 


Branches: New York San Francisco Chicago St. Louis 
Plarmts: Toledo Detroit 














KINSEY & MAHLER CO. 


Manufacturérs and Jobbers of 
Iron Pipe and Fi ittings, Plumbers’ Materials, 
Steam and Gas Fitters’ Supplies, etc. 
COPPER AND BRASS WORK 
PEORIA =: =<- -%- =< -:- ILLINOIS 

















Tubing 
Seamless Drawn 


Iron Pipe Sizes—Special Mixture if Desired 
Crescent Brand Tubing is used exclusively in Wheeler 
Condensers. It is of special value to the plumbing trade. 
When QUALITY tubing is wanted always specify CRESCENT 
Brand. 


Wheeler Condenser 2 Engineering Co,, Carteret, N. J. 47 














No More Sizzling Air Valves 


The Hotmberg Vacuum Vapor Steam Trap. attached to any 
single pipe steam job, will eject all the air. Save 30% is 
fuel. and increase the efficiency 

Capacity of each Trap, One Thousand Feet. No other spe- 
cialties required. Order from your jobber, or direct from factory. 
Send for particulars. 


The Holmberg Steam Trap Co., 
Lindsborg, Kansas 
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e THE EFFICIENT CLOSET. SEAT 
es HEAVY COVERING ASSURES LIFE~ __ 
LONG SERVICE —ACID - PROOF — = 
“os IMPERVIOUS- STANDS ABUSE LIKE 
A BOWLING BALL — CONCEALED ~ 
HINGES — INDISPUTABLE QUALITY 


» RECOMMEND THIS PROFIT MAKER - 
ASK YOUR JOBBER OR SEAT DEPT. 


asc Bale Cups g ; 
50.WABASH DAVE. CHICAGO = 
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Did You Receive Your 
Copy of This Catalog? 


If you are interested in 
vapor-vacuum heating, you 
will find a lot of useful in- 
formation in our latest 
Booklet describing 


Vapor-Vacuum Heating 
Kriebet W system 


Can be used on either new 
or old work. Easily applied 
to any steam or water sys- 
tem. 


Write for free copy 


Vapor - Vacuum Heating Co. 
Otis Building, Philadelphia, Pa. 
101 Park Ave. New York City 


GRAB 


BALL COCKS 
FLUSH VALVES 
TANK TRIMMINGS 


TKE INDIANA BRASS CO. 


FRANKFORT, INDIANA 





























VACUUM 
A pump which 
will maz:n- 
tain 20 inch vacu- 
um and discharge 
against 20 pounds 
boiler pressure. 
Simple, sturdy, 
silent. 


Bulletin 3-C de- 
scribes it. 


THOMPSON MANUFACTURING CO. 


DES MOINES, IOWA 
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connected by a thin partition forming annular channels be- 
tween the cylinder and the slide, said partition having open- 
ings placing the annular spaces in communication with each 
other, a packing between the cylinder and the slide forming 
an annular chamber normally communicating with the in- 
terior of the latter whereby a hydraulic seal is formed between 
the slide and cylinder, and means for displacing the slide 
within the cylinder. 
Heating Department. 

1,342,825. Pipe-Fitting. Herman Saucke, New York, N. Y. 
fitting the combination with a receptacle inaccessible 
of a sectional 


In a pipe 
from the exterior provided with an aperture, 
nipple having a stem projecting from the aperture, said 
forming an annular member to coact with the inner wall 
and a coupling engaging the stem for lock- 


flange 
flange 
of the 
ing the nipple to the receptacle. 


receptacle, 
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1.342.825. 2,564. 


1,342,564. Pipe-bending Mechanism. Urban Shaler Morris, 
Tulsa; Okla. In pipe bending mechanism, a pipe connecting 
member comprising a split collar arranged to encircle a pipe 
an adjustable disconnectable hinge bolt connecting one side of 
said collar, link connections connecting the opposite side of 
said collar and arranged to grip the two valves of said col- 
lar tight upon the pipe, a cable connecting lug on one half of 
said collar, and a toothed member rigid with said cable lug 
and the corresponding half of said collar and arranged with 
the teeth thereof facing the axis of said collar to prevent 
slippage of said collar on a pipe. 


, 





















































1,342,509, 
1.342.680 


1,342,509. Radiator. Frank L. Rice, Chicago, Ill., assignor to 
James B. Clow & Sons, a Corporation of Illinois. A radiator 
composed of a plurality of sections provided with hollow col- 
umns and a bottom header, each section being provided with 
a continuous open-sided shell formed integral with the front 
and rear walls of the lower part of the section and disposed 
beneath said bottom header so as to provide an integral sec- 
tional combustion chamber, said shell-formations being arranged 
to extend beyond the sides of the respective radiator-sections 
so as to permit the she!ll-formations to abut against each other, 
the abutting edges of said shell-formations being provided with 
registering notches whereby a series of air ports for said cham- 
ber are provided, the end sections of the radiator being each 
provided with an end wall formed integral with the open-sided 
shell-formation of said end sections, said end walls of the end 
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sections being provided with openings, removable means for 
closing said openings, said removable means being provided with 
burner-receiving openings, in combination with an elongated 
burner arranged in said combustion chamber through said open- 
ings in said means and extending from end section to end 
section of the radiator, and means for supporting said burner 
in position, 

1,342,680, Radiator. Charles Edouard Jeannotte, Montreal, 
Quebec, Canada. A radiator section comprising an external 
tube, an internal tube formed integral with the external tube, 
said tubes joining at the top and bottom and spaced from each 
other to form a narrow circumferential water jacket between 
them, the external tube having an annular enlargement adja- 
cent each end of the water jacket to form an enlarged pocket 





EFFICIENCY 





ECONOMY 


This is a 
Pierce Down Draft, Magazine Feed, Smoke 
Consuming, Heating Boiler 


Saves ‘ue! 
Labor 


Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURI"G CORP. 


at each end of the water jacket, and a boss at each side of Brooklyn NEW YORK Philadelphia 
s a s . Boston Detroit Baltimore 
each enlargement having openings therein to form inlets and Sieeneates Sevracese Washineten 





outlets for the water. i 








NEWS OF THE WORLD. 





The Hessler 


Atlantic Coast Shipbu Iders’ Association states that Amer- Adi bl 
ican shipyards lead today in quality of output, facilities for ae justable 
production and speed of completion. Labor costs, how- Plumbers’ Roof Flange 
ever, are higher than in England, and unfavorable exchange 
also handicaps this country in obtaining foreign orders. 

Private orders in the American shipyards exceeds the Ship- 
ping Board tonnage by 325,000 gross tons June 1. 

One hundred daily newspapers of the United States, it is 
announced from New York, “without print paper supply 
and largely dependent on open market purchases,” have ar- 
ranged to organize a Publishers’ Purchasing Corporation, 
under the laws of the state of Delaware for the purpose of 
co-operative buying of print paper and paper mills. 

The Citizens’ Transportation Committee of Greater New 
York has formed a corporation known as the Citizens’ 
Trucking Co., Inc., to operate trucks, in charge of Col. F. A. 
Molitor, chairman of the Operating Committee of Trans- 


portation Committee. This committee continues to move The Apex 


held-up freight from piers of the coastwise steamship line. 


x 
O 
z 
= 
vu 
faa 


It is the best one. 
Write for prices, to 






nearest jobber or to 


H. E. HESSLER CO. 


Syracuse, N. Y. 


Former manufacturer of the McGuire 








Wall Street Journal states that as a result of the heavy Any obstruction can be 
draft on gasoline supplies in California, garage men are located and removed in 
rationing gasoline. Stocks of gasoline now amount to less five minutes’ without 
than 20,000,000 gallons in the California refineries, compared disconnecting from 
with between 35,000,000 and 40,000,000 gallons a year ago. floor or water. 

Wall Street Journal states that one of the largest sugar Cannot overflow when 
financing developments in some time has just been con- stopped up above sew- 
summated between the West India Sugar Finance Corpora- er pipe. Is there any 


other Bowl just as 


ti Potter Bros. & Co. Th roposition means the ; 
ion and Potter Bros e prop wood? Write. 


acquisition of the sugar estates, both in Cuba and San 
Domingo, title to which will be acquired by the Cuban & The Apex Supply Co. 
Dominican Development Corporation, to be incorporated Peenmen dhs, — 
with authorized capital of $32,000,000. 

Ra-lroads of the country report a deficit of $15,625,520 for 
April, as against earnings of $20,703,906 for April of last 
year, according to statistics compiled by the Interstate Com- 




















merce Commission this week. Railroad operating revenues “$y ; ea ar. 
of the carriers for April were $328,885,745, compared with OR lasting quality and dee — 
_— gti ity use “AKOVEN” Pure Iron, 

$412,851,343 for April of last year. Railroad operating ex- ° : - 
Double Row Riveted, Galvanized 


penses for April were reported at $322,338,785, against 


It is understood in banking circles that the condition of Range Boilers made of open hearth 
Federal Reserve banks during the coming week will be steel. "These boilers may be bought of 
placed at the strongest position since last February, and jobbers everywhere. 


that moncy will be in more liberal demand with good supply 
of time funds in prospect soon. 


American shipyards now have on hand only sufficient work L O K O V E N & B R QO 


for about eight months ahead and with completions monthly 

exceeding new orders prospect in contracts on books at 50 CLIFF STREET NEW YORK 
the close of the year will be small, according to the Atlantic 

Coast Shipbuilders’ Association statistics. 
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Classified Adve rtisements 


The charge for advertisements under this heading is 6 cents a word, including heading and address; 


$1.00 minimum. 


SEE 


Situations Open 
WANTED RELIABLE STEAM 


fitter ne who can take charge of 
lon Writ M I Banzhaf Co., Mar 
Shalitown, lowa. §-25 
WANTED—-MECHANICAL ENGINEER 
with long experience on manufacturing 
of pipe cutting and threading tool 
Address 152 “Domestic hngineering,’ 
(Chicago §-19-7-19 
WANTED COMBINA- 
tion men Nonunion In 
residential town near boston, Mass 
Steady work year around. State salar 
you will work for Address 153, ‘“‘Do 
Engineering.’’ Chicago §-19-26 
PLUMBERS AND STEAM FITTERS 
wanted for the Sunny South Open 
shop conditions in an open shop town 
Wages $1.15 per hour, eight hour day 
Must be first class mechanics Pettit- 
Galloway Co., 114 E. Seventh St., Little 
Rock, Ark tf 
SALESMEN 
goods for 
sideline 


(70D 


PLUMBERS 
preferred 


rmestic 


BRASS 
carried 


HIGHEST GRADE 
plumbing trade, to be 
Wanted men who know 
(;00ds Territories open are Oh}o, 
Illinois and Minnesota. Liberal 
commission \dvise references and de- 
tails Applications confidential Address 
156, ‘Domestic Kngineering,’ (*hicago 
6-26 


For Sale 





California 
Plumbing Business 
FOR SALE 


A business established 15 years. located 
in the down-town section of 


LOS ANGELES 
No Contracts: ALL DAY-WORK 


Electric and Auto Accessory 
Business pays all overhead 
Business averages over $5000 
monthly. Owner retiring from 
business. Can be purchased for 


$20,000 


For full particulars address 
WILLIAM R. MARSHALL 


454-460 I. W. Hellman Building 
Los Angeles California 





SELL 


TWO (2) 100 HORSE POW 
Burton water tube 

complete with trimmings 
Cheteiclanny (o., 130 W, 
§-26 -17 


FOR SALE 
er oe, 
nearly ne 
Phillips, 
=t.. Chicago, 11) 
FOR SALE—FIRM ENGAGED 
manufacture of vapor, vacuum an 
Steam specialties will consider offers fo 
sale of entire business 
sider royalty for patents. 


“Domestic Engineering,” Chicago 


boilers, 


Kinzie 


IN THE 


i 
I 


Also will con- 
Address 155, 


§-26—7-10 


SALE—1 STILWELL 
steam water 
9x 14x84x12” 1 Fairbanks 
Steam Water Pump. 1 100-hp. 
tal tubular Boiler 72”x16’. 86 4” 
Kilbourn Municipal Water & 
Kilbourn, Wisconsin 


FOR 


compound 


§-19-2 
Miscellaneous 
SURPLUS 
Write us. The A. & 
Lake St., Chicago. t 


Ol 


Use This Page 
To Get 
What You Want 


YOUR 
and fittings. 
Mfg. Co., 557 W. 


If you are looking for com- 
petent employes; or if you con- 
template a change in position, 
have a patent for sale; wish to 
purchase or sell a plumbing and 
heating business; second-hand 
machinery or tools; form a co- 
partnership, etc., your adver- 
tisement on this page will put 
you in touch with the people 
you desire to reach. 

The cost of insertion is only 
six cents a word and may mean 
many dollars to you. 


VAILE CO. 
pump Size 
Morse & Co. 
Horizon- 
tubes. 
Light Plant, 


f 


COUPLINGS 
J 


f 


i i i ti ll li i i i a a i ill li ate ie at a ll i i i 





To insure insertion, copy and remittance should reach us by Wednesday morning. 


— ed — ee 
ENGLISH CANADIAN KNOWING THB 
French language thoroughly, with es- 
tablished headquarters in Montreal, de- 
sires to handle piumbing, heating, venti- 
lating, electrical lines, vacuum cleaning 
and farm lighting systems, etc., as manu- 
facturers’ agents for American firms. 
Controls trade in Canada, east of Toron- 
to. Address 134, ‘Domestic Engineering,” 
Chicago. 5-29 tf 


TIME SHEETS, JOB TICKETS, ESTI- 

mating blanks, illustrated stationery, 
blotters, etc. For plumbers. Reasonable. 
Send for catalog and price list. Prompt 
service. P. Fink & Sons, 56 N. 7th St.. 
Philadelphia, Pa. 11-22 tf 


BIN LABELS| —_ 
For w r, gas and 


B L; x 3 steam. Med 10,000 differ- 
2° 4 ent kinds. Send for sam- 


ples. 
RED. ELLS Haddon Bin Label Co. 


Haddon ee, N. J. 














Sennen Proposals 





TREASURY DEPARTMENT, Supervis- 
ing Architect’s Office. Washington, D. C.. 
June 12, 1920.—Sealed Proposals will be 
opened in this office at 3 p. m., July 9. 
1920, for a brick-set, down-draft, firebox 
heating boiler, automatic gas water 
heater, storage tank, etc., in the United 
States Post Office, Athens, Ohio. in ac- 
cordance with drawings and specification, 
copies of which may be had at this office 
or at office of Custodian, Athens, Ohio, in 

discretion of the Supervising Archi- 
. Jas. A. Wetmore, Acting Super- 
vising Architect. 6-19-26 

TREASURY DEPARTMENT, Supervis- 
ing Architect's Office. Washington, D. C., 
June 14, 1920.—Sealed Proposals will be 
opened in this office at 3 p. m., July 12, 
1920, for new toilet rooms in the United 
States Post Office and Court House at 
Carson City, Nevada, in accordance with 
speeification and drawings, copies of 
which may be had at this office or at the 
office of the Custodian, Carson City, 
Nevada, in the discretion of the Super- 
vising Architect. Jas. A. ae 
Acting hemos rvising Architect. -19-26 


‘Books for ‘Your Trade ‘Library. 


SWIMMING POOLS. By John K. Allen 

and Alfred G. King. This book contains 
complete detailed information on design- 
ing, constructing, the mechanical instal- 
lation and equipment of swimming pools, 
both large and small. Size 4%x6% in. 
60 pages. Cloth. Price, 75 cents. 


Domestic Engineering 
407 S. Dearborn St., Chicago 








“Pittseburgh” 


“75 AUTOMATIC GAS WATER HEATERS ow 


PITTSBURG WATER HEATER COMPANY - - 


PITTSBURGH, PA. 





“READING” 


THE READING HEATER & SUPPLY CO., INC. 


Tank-in-the- Basement System 


has proven its superiority by years of efficient, satisfactory service. 

The use of “READING” Specialties insures economy in fuel and uniform heat—two points that make 
the steamfitter strong with his customers. 
Write for Booklet and more details. 


Reading, Pa. 
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GRAND CENTRAL STATION, New York Crry B 


WHALE-BONE-ITE Seats 


equip the country’s largest railroad station 
and serve thousands of travelers daily with sanitary efficiency. if 


This installation—the result of extreme time and academic tests. df 


Recommend WHALE-BONE-ITE! Result—Satisfied Customers 44 
Sold by leading jobbers. If you cannot secure locally, write Seat Dept. of the makers. +] 


TITIAN ble RUNSWICK-RALKE “(OLLENDER R(0 ji I HITTIN 
FUSE! [623150 WABASH D AVE. OcHicaco Oe 


Chicago June 26, 1920 New York 
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ducts Co., 
\ve., ( hicago 
(o., Architects 
o., Contractors 
s Boilers ot 12,500 
installed 























threat hin ( mstalled Kewanee Smokeless Boilers 


Big industrial plants—small indus- 
trial plants—all sorts, sizes, shapes and aa | | dle teas 
ethcreney, but also because these boilers will burn 


conditions of plants, tactories, office building : : | 
Lie cheapest erades Of solt conl thous smoke. 


and protited, not only because of their heating 


hotels, churches and what not. are propet Oe ell ; 
| ' | fhe saving over the price of anthracite and 


~ 


tor the Kewanee Smokeless lox Pressuy all stcel Pocahontas is almost incalculable. 
heating boilers. 

So if you have gathered the idea 
that the Kewanee has specialized on 


boilers for apartment buildings, you have only 


As a matter of fact, we don’t know 
of a building of any description, out- 


side ot small private residences, that would not as 
to send for our big illustrated catalog and see 


be immeasurably benefitted by the use of the Ke | 5. | 
; reproduced therein the hundreds. ot ne, bigr 


wanee boiler. And any engineer who stands well a ) | 
hi aa ; My | —_ industrial plants that swear by these boilers as 
in his protession—who really knows the heating hal 

a ” , - | they would 1 ck \ alued old friend, 
game—will back up this assertion with no mental 


resery ati 1S. 


The plant of the Cleveland Metal 


Products Co., 43rd and Western 
\venue, Chicago, Geo. C. Nimmons, Architects 


Kewanee, IIl. 
Steel Heating Boilers, Radiators, ‘Tanks, 
Water Heating, Garbage Burners 


and Davis Construction Company, Contractor, 


shown in the picture above, is a case in pot. TT BRANCH OFFICES. 
fe. f) | bic let t} at h: tv Kewanee Smoke CHICAGO—Market and Washington Sts. SALT LAKE CITY—Scott Bidg. 
] cl 111¢ 9 pit’ > «i it lel his {3 NOW Allce . Lit din NEW YORK—47 Ww. 42nd St. MILWAUKEE—Mer. & Mfrs. Rosh Bldg. 
» ° . . . — DES MOINES—31!5 Hubbell Bidg. é ; 
less Boers. the combined Capacity ot which ts KANSAS CITY—20!14 Wyandotte St. PITTSBURGH—945 Oliver Bidg. 
or : . , , : INDIANAPOLIS— DALLAS—Southwestern Life Bidg. 
1? O00 reet of radiation. ST. LOUIS—I212 Chemical Bidg. DETROIT—1925 Ford Bldg. 
MINNEAPOLIS—708 Builders Exchange 
WASHINGTON, D. C.—534 Southern TOLEDO—629 Nicholas Bidg. 
TI ° ° - ° Bidg. CLEVELAND—706 Rose Bidg. 
sis | - less in- 
ws 1S Dut one of the countless 1n CANADIAN REPRESENTATIVES—The Dominion Radiator Co., Ltd. 


Toronto, Ont., Montreal, Que.. Winnipeg, Man., Hamilton, Ont., St. John., N. B., 


dustrial plants throughout America a. a, Ne, of 
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people are going to forget the rigors of winter, and 
that they had expensive bills presented to them 
by plumbers who were called in to thaw out frozen 


closets. 


Don't let them forget, boys. Run around and 
talk to them, even if it’s 90 in the shade, and re- 
mind them that the VOGEL Frost-Proof Closet is 


the one solution of their problems. 


Your Jobber will fill your orders—we will be glad to sup- 
ply the information 
you want but we 
cannot ship you the 
closets. 


Jos. A. VOGEL Co. 


’ . Refer to pages 28 and 29 for other Vogel Closets 
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Allright Mfg. Co 51 
American Blower (Co 5a 

\merican Enameled Products 
Co 645 
American Sanitary Mfg. Co 643 
Apex Supply Co., The 853 
Aqua FE-k ctric Heater to 155 
Armstrong Mfz. (o 642 

Automatic Electrix Washer 
13 


(Co 
& Sons Co, E. B 
4% and 164 
BRareham & Saunders 1s) 
larrett Co., The 13 
Reaton & Cadwell Mig ("oO 184 
Bell. Andrew (‘estate of) 165 
fignall & Keeler Mach. Wks 1! 
Hishop & Rabcock Co 15 
Blue Seal Chemical Co 
19 and 4! 
Mig ("oOo ,” 


Badger 


Bozeman 


Bredford, Win. A 1K 
BRE Mfg. Co 157 
Brunswick-Balke-Collendet 

(Co Front Cover and 2 
Rurlington Erass Works HG 


fturnett-Larsh Mfg. (C'o 
Inside Back Covet! 
Roiler (‘orp ] 


Burnham 
& Sons, In: 


Buschmann 
August 
B. & BK. Tool & Machine 

Works 


H © 182 and 185 
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1H? 
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Se 


This entire Issue is devoted to the 
Thirty-eighth Annual Convention of the 
National Association of Master Plumbers, 
held in Pittsburgh, June 15th to 17th. 
The Report of the Convention proper ap- 
pears in the First Half of this Issue, the 
Second Part being devoted to a Descrip- 
tion of the Booths at the Sanitary and 
Efficiency Show, Notes of the Manufactur- 


ers, Sales Forces, etc. 


June 26, 1920 


Jenkins Bros... Se 
Johns-Manville Co., H. W...... 165 
Johnson Service Co............. 168 
Kelly Controller Co., The..... 649 
Kemp Mfg. Co., The C. M_....158 
Kewanee Boiler Co 

Inside Front ‘Cover 
Kinsey & Mahler Co............. 651 
Koven & Bro., L. O 653 
Lambertville Pottery Co... ...181 
Lang, -Fred . .....650 
Leader Iron Works......... ....... 25 
Lytton Mfg. Corp.......................162 
L. B. Brass Co... ——— 


Maddock & Sons, John... 0 
Magee Steam Specialty Corp. 645 


McAlear Mfg. Co 624 
McDonald Under-Seat Valve 
Co., The ‘ ies ....634 
McRae & Roberts Co.... 641 
McShane Bell Foundry Co . 4650 
Midland Metal Mfg. Co............ 647 
Milwaukee Flush Valve Co...648 
Milwaukee Mfe. Co 166 
Morency-VanBuren Mfg. Co.. 47 
Mouat-Squires Co., The... 56 
Myers & Bro., F. aac 
Never-Split Seat Co... ..... 159 
Northwestern Chemical Co. 5 


Nye Tool & Machine Works. 20 


Mfg. Co............169 


O-E Specialty 
157 


Ohio Krass Co 


Parrott Heater Co...... ..... .. 844 
Patterson-Kelley Co ——— = 
Penberthy Injector Co...._......625 
Perrigo, Harry B ‘ne 
Pfau Mfg. Co 640 
Pierce, Butler & Pierce Mfg. 
Corp. 653 


Pittsburg Water Heater Co. 654 
Polygon Products Co 174 


Powers Regulator Co__........163 
Prox Co., Frank .... 165 
Re —s Hieater & stented 

654 


+ wae 0 We 


Sanibrass Corporation 44 and 45 
Sanitary Co. of America ..... 
52 and 63 

Sanitary Earthenware Spe- 

cialty Co..... 22, 23 and 175 
Savill’s Sons, Thomas.......... 48 
Shur-Tite Mfg. Co....608 and 609 
Simplex Heating became 

Co., Inc 


Simplex Mfg. (C0. _644 
Smith Co., The H. a 
Smokabate Service Co......... 647 
Snow Flexible Gasket Co....... 649 
Souder Hornsby = Inc... 

170 and ae 


Standard ‘Sanitary Mfe. Co._..65 


Sterling Engineering Co 561 
Street & Kent Mfg. Co 179 
Sturgis Company . 7 
Taylor Co., Halsey W... _.178 
Thompson Mfg. Co o 652 
Thousand Island House........649 
Toledo Pipe Threading Ma- 
RP 58 
Trageser Steam C opper Wks., 
John .. ..176 and 177 
Trimont Mfg. “Co ee 
Trane Co., The. sian ee 
Turner Brass Works. oo--..048 


Vaile-Kimes Co., The a = 
Vapor- Vacuum Heating Co....652 
Victor Brass Mfg. Co... 641 
Vogel Co., Jos. A. 3, 28 ‘and 29 


Warnock Mfg. Co... 651 
W a eler Condenser & Eng. he 
si 51 
Ww Ag .Glessne Cc O.. 635 
Wise, J. B., Inc 10 and 11 
Wolff Mfg. > . 19 
Wolverine Brass Works... 645 
Wood Mfg. Co., John....36 and 37 
Woodward- Wagner ee 638 
Wooster Sanitary Co., The....631 
Wyckoff & Son Co., ‘? es 
..89 and 636 





al a il, ei ae a ae ee eee 
~ 








Of RASA oe sgl tails 





tir v 














June 26, 1920 DOMESTIC ENGINEERING 5 





v¥ 

be rs 

—and Must I| Shut = 

D f Th D "a : 

own [ror ree ways. + 

Ww pre 

NORWESCO The manufacturer was worried. <A. serious i398 

Iron Cement leak had developed in the heating plant Se 

, ae a ee 

To seal up leaks too large right in the midst of his rush s sason. ‘The nec- oe 

to be bridged by a rg essary new part would not arrive im less than Pee 
repairer, use NORWE5S- a he ROS ape is .e 

CO trea Cement. Haré: three days. It looked as if he were up against aes 

ens quickly, forming a it. He stood to lose a lot of money. mS 
permanent, metallic repair. . is 

To seal up smaller leaks So, the discouraged question : NT ust | shut i 

radiating from the large Te 


one, use Boiler SE- down for three days?” 


MENT-OL in the usual 

ule: But Crowden, the plumber, was prepared for xt 
Just such an emergency. Tle knew, from past 
experience, that Se 


BOILER SE-MENT-OL 


poured into this damaged system, would repair the 
leak perfectly—permitting production to go on at 
top speed until the new replacement part arrived. 


Can’t you imagine the manufacturer’s gratefulness 
to Crowden, who, with the aid of SE-MENT-OL. 
had saved him thousands of dollars? 





It will pay you to always have a stock of Boiler SE rit 
MENT-OL on hand. It can be used to leak-proof bet 
new installations or to repair the old. 


cai rF 
Clip the coupon below He 
>» PAT OFF “4 


oak ~~ 
DARD % QT. mpeRiAl and mail it now 


The Northwestern Chemical Co. 
1646 State St., Marietta, Ohio, U. S. A. 


Canadian Factory: Montreal 
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Your Customers 


Know V.&K. 


The V. & K. is the best known 
Water Supply System in America. 


Its reputation for dependable 
service is established through the en- 
dorsement of more than a hundred 
thousand users. 





It is nationally advertised, and it is 
sold exclusively through legitimate 
plumbers and jobbers in plumbing 
supplies. 


In handling the V. & K. line you 
have the assurance of protected 
profits and permanently satisfied 
customers. 


THE VAILE-KIMES COMPANY 


DAYTON, OHIO 
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TEMPORATOR 


SHOWE R DE-LUXE 





THE 


4 erie 5 





The finest metals, combined with 
unusual design and workmanship make 
this product one of extraordinary 
merit. 

The working parts of the TEKM- 
PORATOR are few—making for long 
life and continued satisfactory opera- 
tion. 

The design of the accessories is en- 
tirely new and is original with the 


TEM PORATOR, and have proven to 


be welcome improvements over the 
staple types. 

The VOLUME VALVE, an exelu- 
sive TEMPORATOR feature, opens 


up a new field for shower installations. 


Many people, who in the past were 
not shower bathers, find that the vol- 
ume control of the TEMPORATOR 
eliminates their objections to the mod- 
ern method of bathing, by being able 
to instantly adjust the pressure from a 
gentle rain to a sharp needle like sting. 


Made in the plant of the Morency-Van Buren Mfg. Co 


STURGIS COMPANY 


STURGIS, MICHIGAN 
cH Morning Shower .4 Day of Sunshine 
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Service and Quality 





made these houses 





possible 
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Steam Specialties 
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HE fact we desire to impress upon the 
purchaser of Plumbers’ Sanitary Brass 
Goods is that ““WISECO”’ Products are 


real 100° honest value. 


The material throughout any piece of 
“WISECO” Goods is honest, the finish is hon- 
est—not a cheap veneer—and the workman- 
ship throughout every detail of the fabrication 
of any “WISECO” Product is honest. 


We use 20 gauge brass tubing in our stand- 
ard traps—you II find that many manufactur- 
ers use 22 gauge. We have found this too 


thin for a “WISECO” Trap. 


It is this use of the better material that makes 
“WISECO” Products last over years of serv- 
ice, long after other kinds have been con- 


signed to the scrap heap. 


Better use the ‘““WISECO” kind and be certain. 


J._B. WISE, Inc. - 
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“Marvel” System 


We have no hesitancy in claiming the 
Marvel the finest complete system for 
the small home yet on the market. 
Automatic,—needs no attention De- 
livers cold drinking water direct from 
the well Costs less than one cent a 
day to operate by electricity. (Gaso- 
line engine can be used.' Cap. 180 
gallons per hour. 63-gal. tank. Ship 
ping weight 340 Ibs 
J 
















‘“‘Who put the System in for you?” 


¢¢7S that all it cost? And it only means a cent a 
daytorunit? Who futthe System im for you? 


Questions come “fast and furious,’’ when Mrs. Housewife 
proudly puts her new Demirg System through its paces for 
her friends. 

A Deming System and Mrs. Housewife’s gratitude and en- 
thusiasm make a great advertising and sales-promotion 
team for Mr. “Deming Plumber.” Your first sale of a 
Deming System in a neighborhood is the entering wedge 
for all sorts of water supply orders. A Deming System, 
whether it is hand, electric or gasoline engine driven, 
usually works that way. 


Catalog and complete information on 1 equest 


THE DEMING COMPANY, SALEM, OHIO 




















7 DISTRIBUTORS 
CHICAGO—Henion & Hubbel! PHILADELPHIA—W. P. Dal- BUFFALO—Root Neal & Co. 
-ITTSBU RGH—Harris Pump & lett Co. LOUISVILLE, KY.—Laib Co 
Supply Co BOSTON—Chas. J. Jager Co CHARLOTTE, N. C.—Thos. B 
NEW YORK—Ralph B Carter DENVER—Hendrie & Bolthoff Whitted. 
Co. Mfg. & Supply Co. SAN FRANCISCO—Crane Co 
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Connection that 
Never Goes Wrong 


OLT Roof Connections, with 

their air- tight, water-tight 
expansion joint, overcome all the 
ith rigid and_ loose- 
jo unt connections. 


They never tear away the roofing 


a building if the lea ler-pipe ever il 


stops up; never go wrong. 


They give you a job you can be_ f}iiii! 


proud of — free from the costiy 
‘come-backs”’ 
profits. 


Holt 


roots of every type. 


install. 


ig 7 a 
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that eat up your fiji] 
) A 


: WAH 
Connections are made for) 
They cometo }j 
you complete — flashing flanges, | 
expansion joint, gravel stops and _ fii) 
attachments—everything all ready to |i 

You don’t have to buy [ijt 
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extras or waste time soldering parts _ }j) 


together on the job. 


Manufactured and sold by The_ fii 
Barrett Company and backed by _ fiji 
If you have a Jj A 


Barrett Service. 
roof problem, put it up to us. 


oe 
— anol 


! ‘he 1" 
suffalo Be + toe 
= com L io Ch MP a Li 


=” John Ihe Bs 
syd N. 


ah " 


I)“ " 
A X <> if ad, Hei 


oe, 
ie 


i 
ee 


Ss 
es ‘ 
; . ~ a 


z . 2 the a 


Tl =a a 


th nt eth jh 


MT “ a | ye 
2 i | ii Hi : 


ING when writing advertrers 


iM i | im 


| a 


iil ; : 


ui 


| 


| 


rien 
Se 


| 


————— 


} 


$F S T 


ii 


" | 


| & 
i a 4 


ut i 


. 


i! 


| 


; 
: 


| 
| 
| 
| 
| 














14 DOMESTIC ENGINEERING June 26, 1920 


For Effective Service Install “HAAS” Closets 


The “Haas” Line includes a closet for every class of 
work and the Valves will deliver uniformly good 


“HAAS” vaive 


A small thing in appearance but a remarkably large 
factor in operation. 


















Many years’ experience in the manufacture of Flush 
Valves enables us to present a product that proves its 
economy by constant reliable service. 


Get our descriptive matter. 





A 


a ee ee 


“HAAS” @ an PI 
é —<— — ate 200 
Seat Action ¥& , | 5, : 
A high class—pop- ‘ onl a f oy 
ular priced Closet. ra id -* 


Splendid for 








The only requirement is 
water in sufficient volume. 


Sold in complete combina- 


Schools, a tion or less Bowl. 
Factories, id Staple ware is used. 
Etc. " ‘ | 


“HAAS” Plate 700 


A Seat Action Closet for small service lines. Insures 
day-in, day-out satisfaction. 


Made in series Plate 700 to 750 including Washdown 
Syphon Jet—Concealed Tank variety. 








Philip Haas Co. Dayton, Ohio 
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PA dea re Cire 
a HL SPECIALTIES 
HID UE Bos Ik 


A heating specialty to meet every heating 
requirement. ‘They are easy to install and 
are adapted to either old or new installa- 
tions. Each and every specialty of the 
B & B line is tested and adjusted at our fac- 
tory, requiring no adjustment after being 
installed. 


Have a satisfied customer by their use 
with a saving of 20% to 30% in fuel. 


/ 
/ 


The B & B line of heating specialties are 
used in thousands of buildings of various 
types and: sizes in the United States and 
Canada. 
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A complete system for every heating re- 
quirement. B& B Vacuum Systems, B & B 
Temperature Control Systems. 





What are your heating requirements? 





Our Engineering Dept. is at your service. 






ThE Bisnope Bascock COMPANY 


General Offices and Factories. CLEVELAND, On10 











Mention DoMESTIC ENGINEERING when writing advertisers. 


DOMESTIC 


ENGINEERING 








Selling to farmers 
on a sound basis 
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OVERING the tarm feld with a fine 


tooth comb that’s the policy of The 
Goulds Manutacturing Company. 
Look at the pile of copiesof Farm Journal 
and Successtul Farming stacked up on the 
opposite page. [very one contains aGoulds 
full page advertisement, lke the one shown 
ontop. Each one of these advertisements has 
been seen bya million tarmersand theirtami 
lies. Add to this our general advertising in 
the Saturday Evening Post—it makes an 
immense circulation of our sales story on 
Goulds Pumping E.quipment and_ the 
Goulds Autowater System. 


Our Sales Story is Your Sales 
Opportunity 

Over a million farmers in the United 
States can attord to buy the Autowater 
System. How many of them arein your 
territory? If it 1s a rich farming section, 
two out of three farmers may be prospects 
for you. 

To help you sell Goulds Pumping E-quip- 
ment ona sound basis, we have prepared a 
handsomely illustrated booklet “Running 
Water —How to get it’’. This booklet pre- 
sents In an attractive and convincing way 
the selling points of the Goulds Line and 
the famous Auto water System. 
For distribution in your store 
or direct mailing to your cus- 
tomers and prospects these 
booklets are the best kind of 
personal advertising. A liberal 
supply has been reserved for 
dealers’ use with dealer’s 
Imprint on the cover. 





Goulds Stands Back of Dealers 

We propose to back to the limit the pro- 
gressive merchants who handle our line. 
Our Proof Book for Dealers—just issued— 
contains reproductions of newspaper elec- 
trotypes which we have prepared for your 
use. Send for your copy today and select 
trom the fourteen advertisements shown 
the ones that seem most suitable for your 
class of trade. Slogans for letterheads, cards, 
etc., or lantern slides to exhibit your name 
and Goulds equipment in your local mov- 
ing picture theatre, are also presented in the 
Proot Book for your selection. All these 
valuable sales helps are free, of course. 


You Can Sell Running Water 


Farmers are getting rich. You've seen it going 
on. ‘They bought during the last year e/ctrical 
equipment alone equal in value to all the farm im- 
plements sold in 1914. 

Think of this amazing fact! And then think of 
the number that have their own electric lighting 
plants and haven't yet got running water. 

Running water is more important on the farm 
than electricity. “Then why haven't these farmers 
bought it? Because it has'nt been sold to them. 

You can sell every one of them the Goulds 
Autowater System, designed expressly for the 
needs of the average farm. And every time you sell 
a Csoulds System you make a market 
for other products in your line. 

Write us today and tell us your 
sales problems. If you are already 
a Gjoulds Dealer, send for your 
copy of the Proof Book and a 
supply ot booklets for direct mail- 
ing. (jet your share of the prohts 
from the sale of Goulds Farm 
“a Pumping Systems. 


THE GOULDS MANUFACTURING COMPANY, Seneca Falls, New York 
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The Boiler With the Carburetor 


An Engineering Achievement in 
Boiler Construction 


Burns Hard or Soft Coal 


Side-Feed Construction— Low Water 
Line 
















Not a Down-draft Boiler 


NMiade of FLEX-O-TUF Cast Iron 


View showing internal cons’ruction and action. 





LiKE NOVELTY Smokeless is a remarkable achievement 
in boiler construction — designed and_ perfected by 
NOVELTY engineers after years of experiments. It 1s 
not a down-draft boiler—one of the features being that the gases 
are always ascending—the natural course of heated gases. The 
boiler is made smokeless by the carbureting chamber—an exclu- 
sive NOVELTY development. The boiler itself is of standard 
NOVELTY Side-Feed Construction. 





The carbureting chamber at the rear of the boiler receives the 
products of combustion immediately after they have come in con- 
tact with the extensive overhanging direct-heating surface of the 
boiler. In the carbureting chamber oxygen is added and im- 
mediately mixed with the gases in such a manner and in such 
proportion that all the gases are fully ignited. The temperature 
of these gases is, therefore, greatly increased. (This tempera- 
ture Is maintained, as the chamber is insulated from the sur- 
rounding air and from the boiler itself, thus reducing heat loss 
to a minimum.) These high temperature ignited gases now 
pass as a swirling mass of flame through the flue channels, com- 
ing in contact with every part of heating surface. 


The higher temperature resulting from the action that takes 
place in the carbureting chamber has increased the efficiency of the 
boiler to a degree heretofore considered an impossibility. 


Special literature, prices, etc., 
sent on receipt of your request 


MANUFACTURED BY 


ABRAM COX STOVE COMPANY 


American and Dauphin Streets, Philadelphia 
CHICAGO NEW YORK 
736-738 West Monroe Street LANSDALE, PA. 101 Park Avenue 
For Seventy-three Years Makers of Boilers, Pipe and Pipeless Furnaces, Coal and Combination Ranges 


under the name ‘“‘NOVELTY” and Gas Ranges and Gas Water Heaters under the name “FORTUNE” 


i. 
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XPANSION! For seventy years the Wolff Manufacturing 

Company have been making superior equipment for bath- 
room and general plumbing needs. An enviable position they 
have occupied in the industry for nearly three decades. And 
today, with amplified facilities and a new conception of service, 
they inaugurate a far-reaching epoch of expansion and progress. 
Fresh cansinerase, illustrating, describing and pricing the improved 
line, will go to members of the trade upon their written request 


Woltt Manufacturing Company 


CHICAGO 


DENVER, DALLAS, OMAHA, ST. LOUIS AND HAMMOND, INDIANA 
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l am looking for a man and thought per- 
haps some of you “Domestic Engineering” 
readers could help me find him. 


What | want is a man whois a strictly 
first class A-l cusser,—one who is 
familiar with all the new and fancy cuss 
words and who can damn with either 
hand in any language. I expect him to 
have a disposition like a cross-cut saw 
and to be able to kick like an army mule 
on the slighest provocation. 


He ought to be a fellow who works twice 
as hard as necessary and who hates his job 
because he has to work,—a man who knocks 
his boss and his shop and everything con- 
nected with it. At the bench he wastes a lot 
of material and loses a lot of time. He 
ought to have a grouch that is old enough to 
vote and large enough to chew nails. 


lf you know of such a man 1 hope you 
will let me know. I want to get in touch 
with him at once and I will tell you why,- 
[ want to sell him some Nye dies. 


[ will make his work twice as easy as 
it is and twice as good. [| will make him 
love his job instead of hating it,—I will 
help him save material and time. And, 
as for his cussing;—well, inside of thirty 
days I will have him teaching a class in 
Sunday School. 


Nye, the Die Man 


108-128 N. Jefferson Street 
CHICAGO 


Don't forget the Nye thin blade cutter wheel 
made to fit all standard makes of pipe cutters. 






\Vve. The Die Man 


Pape [ie Miu er to those 
whe iow 


h 








Nve Ratchet Die Store j, 


' PAT. JAN.8-07. 





Vve Solid Die 
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A LEAD Product 
—_ 
LZvery LEAD Avpoase 


Eagle Brand 
Plumbers’ Lead Goods 


Our new catalog 
‘Plumbers’ Lead Guide’ 


will be ready for distribution soon 


»] 


Write for cops 


‘The complete line of lwagle Plumbers’ Lead C00 ds, 
embracing everything the plumber uses in lead, is 
made with the purpose of supplying the trade with 
the best that modern facilities can produce. 

The resources back of their manufacture are of 
such magnitude that the finest materials are 
assured at all times. Pig Lead that passes the 
most stringent tests for purity; brass parts trom 
the best manufacturers, carefully inspected before 
entering the product, and every operation under 
strict supervision of experienced men, insures 


absolutely uniform quality. 


Kagle Brand Plumbers’ Lead Goods are being used 
more and more by master plumbers who demand 


the best. 


Complete stocks for immediate shipment in Chicago 


and Cincinnati. 


The EAGLE-PICHER 
LEAD Companv 


208 S. La Salle St. 1030 Broadway 
CHICAGO CINCINNATI 
1o1 Park Ave., New York sth and Cherry, Philadelphia 


359 Guilford Ave., Baltimore 66 Delaware Ave., Buffalo 
1408 Arrott Bldg., Pittsburgh 2119 Railway Exch. Bldg., St. Louis 
301 Finance Bldg., Kansas City 


And All Principal Cities 


Manufacturers of White Lead, Lead Oxides, Sublimed White Lead, 
Sublimed Blue Lead, Babbitt Metal, Lead Pipe, Plumbers’ Lead 
Goods, Pig Lead, Slab Zinc, Sulphuric Acid and Lithopone 


= oe 
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Not a particle of Steam 
gets away. 


that ought to 
stay in gets out. 


Nothing 


Nothing that ought to get 
out stays in. 











a 
AANMES VENTO VAL VE 











| enema ese et =a | 
bet pier rocney GO f—— a a i 


wih MAIN 













HAINES VENTO VALVE AS APPLIED TO DRIP CONNECTIONS 
FROM BOTIOM OF RISERS IN A DOWN FED SYSTEM 
4029 
WILLIAM S.HAINES&Co_ PHILADELPHIA. PA. 
NEW YORK, CHICAGO, BOSTON, SAN FRANCISCO. 


JANA ASIC 


































remains wide open until all the air 
and condensation are removed from 
radiator, then closes instantly when 
steam reaches it. This means instant 
circulation and rapid heating service. 
Thermostatic tube is so constructed 
that it can control a valve opening 
anywhere from two to eight times 
greater in area than any other 
thermostatic device made. 


Operates on a change of tempera- 
ture of one degree. So sensitive that 
when it is closed tight against steam, 
as condensation forms, the tempera- 





VENTO 


Return Line Valve 


ture lowers, the tube contracts, mov- 
ing valve from its seat, permitting 
condensation to discharge without 
losing a particle of steam. Prevents 
water from accumulating in radiators 
or points to be drained. 


The VENTO Valve not only re- 
duces coal bills, but increases heating 
efficiency. 


You can equip existing installa- 
tions with the VENTO valve as well 


as use it on your new contracts. 


Ask for VENTO Booklet telling 


all about 


it. 


Wm. S. Haines & Co. 


12th and Buttonwood Sts. 
Philadelphia, Pa. 
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Let LEADER Lead 
You to More Profit 


N 1903 we knew we were maker actually manufacturing 
making the best home and our own pumps and tanks in 

farm water delivery system. one factory. 
Every year since, more people ba alts . 
Lene Semcuaen tiate Suet To tn fine To insure reliability, each unit 
is equipped with world stand- 


to sell the best system—It Is still 
ard power— Wagner motors or 
better to sell the one known as a 
reine i Stover good gasoline engines. 
e best. 
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| BIG distributors throughout the U. 
This year our 12-acre factory is S. are ordering Leader System 
equipped totreble our production in carload lots. We have a size 
rate for complete units. We are to meet every demand, and all 
the only home water system supplies are quickly available. 
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Be ready to meet the big demand which our 
advertising appeal to farmers has created. The 
Leader in superiority and in name, is now 
Leader in fame. 
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The 1920 advertising campaign to farmers is 
now on. It is creating business for you if 
you will take it. It’s easier to fill an existing 
demand, than to try to change a demand. 
Get in touch with our distributor or write 
us. It will pay you and please your cus- 
tomers. 


Leader Iron Works 


Factory: Decatur, Illinois, U. S. A. 
NEW YORK: 21 E. 40th St. CHICAGO: 3275S. La Salle St 
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Tanks, Pumps and 
Power Equipment 
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Sewer and Dr ain 


Pipe Cleaner 


T wEiGnT 15 OZ 
Manufactured by 
Tht CHAMBERLAIN COMPANY 
—. PitrssurGH. PA-__"3 






























If there are any master plumbers in the United 


States who have not heard of DESOLVO, 


they are the men we are looking for 


DESOLVO was originated for the plumber’s benefit—to save his time and to help 
him make a profit on jobs that he often lost money on by using old-time methods. 


AFSuLVe. 


is the only assistance you need to clear up clogged pipes. 
It reduces to liquid all soluble matter in a jiffy, without 
injuring pipes or plumbing. 





Most powerful pipe solvent made 
and ONLY one that works 


t 
successfully with COLD water K. K. is a chemical powder com- 
pounded especially for keep- 
ing closet bowls clean and san- 
itary. It is not a general cleaner 


If you are not a user of DESOLVO, get a sample or scouring preparation. A little 
order from your jobber. You will want more. He shaken into a bowl will remove 
, . ot stains and foul odors. A trial 

can also furnish you with K. K. 


always brings repeat orders. 





PITTSBURGH, 
PA. 


The Chamberlain Company 


Canadian Distributors—Chamberlain Desolvo Co., 110 Church Street 


Toronto, Ontario 
No Branch Offices in the United States 
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Running water is no longer a luxury for the modern farm and >> 
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the plumber who will go after the business with O © 













































































x 
DECATOR LLY 
Noiseless Geared Shallow Well Pumps for Water Supply Systems D > > a 

oN q 
SSKY 
KS 
SSZH 
SY 
xXK 
Se 


market for 














g 
Sz 


i ine Drive, justable Bases. <)) 
Decatur Pumps are neat, compact and sturdy. Oil tight gear case assures : 4 <> 
perfect lubrication of all working parts. <] 
Built in five types with capacities ranging from 360 to 900 gallons per hour. SLL 


ulit in ap 
Belt, Gasoline Engine, Electric Automatic and Electric Motor Drive. Easy to <> 
install. Low maintenance cost. yp <> 
All the commendable features of Decatur Pumps could not be enumerated in 
this space. If you are looking for a good line of pumps for any purpose, : <2 <] 


investigate the SECTOR » <] 
SOC 


Decatur Pump and Mfg. Co. oS < 


NOISELESS GEARED 
DEEP AND SHALLOW WELL PUMPS 


Main Office and Factory: Decatur, Illinois 
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JOS. A. VOGEL 
COMPANY 


Wilmington, St. Louis, 
Delaware Missouri 
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HE basic principles underlying all 
VOGEL Closets insure strength, dura- 


; bility and reliable service. = ‘The 
VOGEL Valve—the vital part of the closet 
is so constructed that a strong, positive and 
thorough flush takes place after each opera- 
tion, yet it is economical in the use of water. 


The No. 1 VOGEL, Frost-Proof Closet is 
in demand wherever a closet is desired for un- 
heated buildings—-such as the Garage, Back 
Porch, etc. It is easy to install because it 
comes to the plumber all ready tested and as- 
sembled and does not require il pit. 





















The No. 5 VOGEL, is fer inside installa- 
tion in factories, industrial plants and mill 
villages. Sturdily built for long, hard usage. 
Can be made semi-frost proof by using No. 1 
valves. 

The No. 9 VOGEL. Automatic outfit is 
largely used in schools, comfort stations and 
public institutions. Absolutely dependable in 
service. Stands the hard knocks to which a 
closet is necessarily subjected in such places. 

[It pavs to install VOGEL Closets. No 
kicks or come-backs. Always give satisfac- 
tion. 

Write for details about VOGEL I rost- 
Proof Garage I vdrants. 


Order from your jobber 
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A —AVHE PLUMBER who carefully con- 
-)\ siders every feature of the installa- 
tion he has contracted to effect, 
=" specifies the best of Plumbing Fix- 
tures. The majority specify John Maddock 
& Sons due to the fact that no piece ever 
turned out of our potteries has failed to give 
the most complete satisfaction. 





No. 454 

Patented May &, 1917 

Our Syphon Jet Closet Bowl is a master- 
piece of design—it is plain yet harmonizes 
so completely with the most elaborate sur- 
roundings. It is used in thousands of the 
most modern of American homes and office 
buildings in preference to other types and 


brands. 


This bowl has an extra large water sur- 
face, deep seal and is practically noiseless in 
operation. Write for our illustrated catalog. 





No. 455 
Patented May 9, 1917 


Yr sonton. N. J. 
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A peerless 


quality product 


ma nufactu red 
and sold 
exclusively 


y 
The ro 


SIMPLEX HEATING 
SPECIALTY CO.,, Inc. 











vour disposal. Write us. 








[LEY Improved Vapor Heat- 
ing Specialties have set standards 
of excellence and efficiency here- 
tofore unknown in the heating field— 
standards in design, workmanship and 
working qualities which have put new 
meaning into the vapor heating game. 


In combination they constitute the basis of 


an incomparable heating system. 


The Wiley Book is ready for distribution 
among the heating men interested in strictly 
high-grade work. 

The accumulated experiences cov- 
ering more than 18 years of success- 
ful heating engineering is placed at 


Lynchburg 
Virginio. © o 
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Pyralin, a pure white substance (preparation of 
celluloid) which is applied in sheet form with 
our patent process. Not an enamel, not sprayed 


CHURCH Genuine Pyralin Fixtures lend 


the quintessence of refinement to the modern 


bath room. 

The qualifying term “genuine” is applied 
advisedly because CHUKCH Bath Room Sup- 
plies have a certain characteristic style, appear- 
ance and quality original with us. 

All the woodwork is made in our own fac- 
tory, only the best quality being used. 


on, no joints or seams show. Non-porous, 
strictly sanitary, requires only soap and water 
to keep it clean. Guaranteed not to crack, 


chip or turn yellow. 


Your jobber can supply you with 
CHURCH Products. 








CHURCH Products are covered with 


C.F. Church Mfg. Co. 


Western Coast Representative: 
W. ERWIN GILCHRIST, 


San Francisco, Calif. 





Holyoke, Mass. 


Permanent Display 
GRAND CENTRAL PALACE 
New York 
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‘CROWN 


Easy-Cutting Pipe Dies 
Labor-Saving Pipe Tools 


Every Die and Tool bear- 
ing the “Crown’ stamp 
is guaranteed to give sat- 


isfaction. 


If you are looking for 
time, labor and money 
savers, use °© Crown” 
tools. Your jobber has 


them, or can get them. 


Write for Booklet 


Crown Die & Tool Co. 


555 W. Monroe St., CHICAGO 
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The “CROWN” Line 
consists of the 
following: 


Easy-Cutting Adjustable Dies 

Easy-Cutting Solid Dies 

Reversible Ratchet Stocks 

Improved Common Solid Stocks 

Three-Way Stock 

Box Die Stocks 

Solid Stocks with Adjustable 
Bushing 

Adjustable Stocks with Adjusta 
ble Bushing 

Diagonally Serrated Pipe Cut 
ter Wheels 

Bench Pipe Vise 

Post Pipe Vise 

N. P. Pipe Jaws 

Pipe Bender 

Pipe Cutters 

Pipe Reamer 

Union Valve Nipple Wrench 
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The spud consists of two halves and when 
registered with each other consists of a full 
flange with threaded stem, together with two 
gaskets, packing ring and coupling. It has two 
exclusive features—the complete flange which 
holds the spud from inside of boiler and the 
packing ring or washer which shapes itself to 


conform to surface of boiler, when pressure 


} Ideal Boiler Spud! 


. Assures a_ water-tight, 


. It puts the inlet and outlet where they belong. 


Takes less time and material to install. 

Does away with cutting a lot of pipe on job; 
all cutting done at shop. 

No loss of time taking unnecessary measure- 


ments. 


. No need to disturb old pipes and connections 


already installed. 


air-tight, steam-tight 


connection. 


. A cleaner and better circulation is maintained 


between boiler and heater at all times—in- 


sures a clear, pure supply of hot water. 














. Prevents mud, scale and sediment that gath- 

er in the bottom of the boiler from choking 

the lower or return pipe to the heater, thereby 

preventing burning out of coil. 

The hot water is drawn from the boiler at all 

times and not direct from heater at any time. 

10. Pipe fitting for heaters can be standardized 
and easily installed. 

11. Makes neat appearing job. 

12. Applied to any boiler—new or old. 

There are "O° reasons why you should not use 


them. 


is exerted. The flange is convexed to meet 


inside curvature of boiler and the ring is con- 
caved to meet the outside curvature, making 9. 


a perfect face to face meeting. It insures an 


To install a water heater with 


Ideal connection. 
Ideal Spuds, drill two holes in side 
of boiler—one near top and one 


near bottom. We furnish a Shell | 


fi} Hiiiin 
"| 
Hhiittt | Hii 
{ih y" i Drill for this purpose. Take both Hi} 





———— ad 
—— 





Wa /E : halves of Spud and drop in side- 
ways at same time holding string. I] 
Then draw up one at a time into 
place so that stems extend from 
hole. Slip over one gasket, then Ht 
bronze ring and then other gasket 
and then screw up coupling. This | 

gives you a water tight, compres- | ; 
sion tight connection. | 
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Write Today for Details d 


COLONIAL METAL PRODUCTS CO. 


Areco Building 


391 East 149th Street NEW YORK CITY 
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THE ELECTRIC 


, | THAT tells the story of Electric Weld success. ‘‘No Riv- 


—_— sh 8 








ets-No Leaks,” the famous Electric Weld principle, but 





i 


TT. no more famous than the art of welding, used the world 
: over to do big jobs to stand the stress and strain of the most 
: unusual cond:tions. 
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Every plumber knows that Electric Weld range boilers, built 
with that metal-to-metal seam like a blacksmith’s forging, is 
the ALL. BOILER to stand any strain you may give it. It is 
a boiler built under the Electric Weld principle of *‘No Rivets- 
No Leaks.” 


You know the value of the Electric Weld range boiler. You 
know it is the only “ALL BOILER” minus rivets, solder, 
caulking and material needed only to “bolster up” the ordi- 
nary type of range boiler. You know that rivets betray range 
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WELD PRINCIPLE & 


boilers—instead of the strength they are the weakness of 
every riveted boiler. 











Don't be deceived by misstatements. Stick to facts. You 
know the value of welding and the principle of Electric Weld 





mi 


Tritt 
& +++ 
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manufacture. It is our purpose to give you the Quality Range ' 
Boiler, the best boiler ever built. You know that the Electric ena 
Weld range boiler has body and strength, that “The weight is |; 


in the plate.” 


The metal strip shows a test made of the Electric Weld seam. The solid joint 
proved to be stronger than the body of the boiler. The fracture finally occurred 
above the Electrié Weld seam. Even though the Electric Weld metal-to-metal 
joint were no stronger than a riveted and brazed joint, which of course it is, why 
pay for the rivets, solder, etc. and the time and labor which is necessary to pro 
duce the riveted type boiler? Material costs money. 


ITTITITLIti ts 
TTTTTTTILLeELrIc cece! 








For the boiler that is strong and durable, that will stand the strain of years of 
continuous service, that will not leak and will not fail under any working condi 
tion, specify the Electric Weld, for 


‘The Weight Is In the Plate’’ 
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Here’s 
the 
Modern 


Trap 


























Made of The Trane Thermetal Radiator Trap is as dis- 

Everlasting tinctive an improvement over the diaphragm 

Metal—Nothing trap as the diaphragm was, in its time, an in 
to Wear Out waif as — a 


provement over older methods. 

The Trane Thermetal Trap dispenses entirely 
with the diaphragm with its evaporating liquid, 
its ever-present liability to repairs and other 
weaknesses. 





The Thermetal Trap 1s installed because zt 1s a// 
metal—nothing to wear out, to get out of order 
or need replacements. There is a lasting satis- 
faction in having your name connected with jobs 
of that kind. More than that—it builds business 


for you. 


Proved over and over again in thousands of 
permanently satistactory heating jobs. Used on 
all kinds of two-pipe heating systems—vapor, 
vacuum, or steam—in buildings of every descrip- 
tion. Write for information today on this most 
modern of radiator traps. Made in two sizes 
and four patterns to meet every heating need. 





The Trane Company 


Established 1883. 


Factory 
204 Cameron Ave. 
La Crosse, Wis. 
Chicago Office | Philadelphia Office | Boston Office New York Office 
175 W. Jackson Blvd. ' 20 So. 7th St. | 110 State St.. 11 John St. 
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The past winter has proved to thousands of home 
owners and heating engineers the merits of Wyck- 
offs Improved Waterproof Steam Pipe Covering 
as a fuel saver. The coming of spring means big 
business and on your steam conduit work this year 
it will be to your advantage to select a conduit of 
proven dependability. In “Wyckoff” you will 
get it. 


Made of genuine Red Gulf Cypress—the wood 


eternal. 


It never rots or decays—the wet and dry con- 
ditions of the steam pipe trench have no effect 


upon it. 


Sixty-Five Years of Service 








1920 








It has a two inch inner shell—then a dead air 
chamber of 1/4,’—then a one inch outer shell. 


Asphaltum packing at the ends makes the air 
chamber water tight—joints are a driving fit—each 
shell is wound with extra heavy steel wire—and 
the whole is coated over-all with the best known 
preservative, Montezuma Asphalt. 


It is easy to apply—will last as long as the pipe 
itself—prevents all loss of heat and radiation. 


Finally—it is just what you want for your work. 


Write for Catalogue and Discounts 
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QUICKLY CLEARS CLO 


ABSOLUTELY 


WEIGHT TWO POUNDS 
SOLD EXCLUSIVELY BY 
THE PLUMBING TRADE 
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GGED DRAIN AND SEWER PIPE 


HARMLESS TO PLUMBING 

‘ICAL COMPANY 
jERSEY i 
mail!!! 


TT 



























— 
- 


i 
: 


if 


| | 


fe 


oa 
- 














June 26, 1920 DOMESTIC ENGINEERING 


Blue Seal will | 


do it when other 
methods fail— 


HE directions on a can of BLUE SEAL are simple to 
follow—and the most obstinate stoppage will be removed 
in a few minutes’ time without the necessity of tearing 


up floors, partitions, etc. 











Being easy to use, conveniently handled and absolutely safe, 
BLUE SEAL can be applied by the housewife herself—sold, 


of course, by the plumber. 


Figuring your time more valuable than the possible profits 
made on going to a job where some sink or closet has become 
clogged is the reason why you should SELL BLUE SEAL, Mr. : 
Plumber—advertise the fact that you do sell it, do a little dem- 
onstrating now and then and you will be surprised how the 


profits from the sale of BLUE SEAL will mount up. 


We will help you sell it, too, by giving you free, with each shipment of BLUE 
SEAL attractive advertising displays and window signs—we are spending our 
money with the Plumber, we are lending him every possible sales help that is prac- 
tical. 

Nearly every jobber of importance in the United States is handling BLUE SEAL 
—write him, sending in an order. Then write us direct for interesting information 


we have prepared especially for the trade. 


Remember this, Mr. Plumber, you can buy BLUE SEAL only through the jobber. 
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The Marvel Trade Mark 


on a trap is your assurance that it 
will make good on every claim 





Marvel Traps are made in a 
wide variety of designs to meet the 
requirements for sinks, baths, 
showers, laundry trays, floors, etc. 


The Sink Traps are aluminum 
finished and add to the appearance 
of any sink. 


Marvel Traps are noted for 
neat, practical designs, adaptabil- 
ity and easy installation. 


Whatever size or style trap you 
need, there is a Marvel that will 


suit you exactly. 








f= 1} 








WV rite for catalog, or ask your 
jobber. 
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MANUFACTURED BY 


Detroit Marvel Brass Mfg.,.Co. 


Manufacturers of the famous Marvel 
Traps and Connections 


S-E. cor. Sherinan and Rivard Streets 
Detroit, Michigan 
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Known as Our 
The “No Trouble”’ “Sales Helps”’ 
Machine Help Sales 























ay dled at m™ |? Y 


THE “LINE OF LEAST RESISTANCE” 


Progressive dealers everywhere find Automatic Washers the “Line of 
Least Resistance.” The reason Automatics move so easily and stay sold 
is that they are good washers, strongly built for long service and very 
simple to operate. 

You don’t have to take our word or to depend on the future to know 
that Automatic Washers will satisfy and please. They have been fa- 
vorites with retailers and users for many years. 

Automatic Washers embrace no strange and startling theories. They 
wash clothes clean and quickly, by methods which have been proved 
satisfactory by years of use in thousands of homes. Dealers are seldom 
called on for service after a sale 1s made. The Automatic 1s a strictly 
“no-trouble” machine. 

You will be interested in knowing what other dealers are doing with 
the Automatic. Write for complete details of an unusual washing ma- 


chine proposition. 


Automatic Electric Washer Company 
331 Third Street | NEWTON, IOWA 
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No. 15 


Under-the-Rim 


For built-in bath tubs. 
All china cross handles, 
china escutcheons, Top 
x ie. punchings of tub must be 21% in. 
SPR ar Waste Tee can be furnished either 


YW “i slip or screw connection 
Preferred by plumbers for built- 
, in hath tubs. 
fil 
t\ 
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No. 124 
Portable Shower 


24-in. Curtain Ring, 
7'4-in. Shower Head, 
s,-in. Riser, Duck 
Curtain, Rubber Hose 
and Bulb. Makes a 
neat, satisfactory in- 
stallation. 


SANIBRASS 


17+ 27 Liberty Street, 
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Sani Sink Fixture i 2 
A High Grade Combination gk 
7 


Sink Fixture at the Cost at na 
fUS. 
NaS \id 


of Two Bibbs. a 
Why Use Single Bibbs? ~ 
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ANIBRASS FIXTURES are the largest 


and easiest sellers on the market. The 
designs are modern and the quality the 
highest. 

Every installation reflects credit on the 
plumber who makes it. 

Specify and install Sanibrass Fixtures on 
your highest class work. They will meet the 
most exacting requirements. 


















Write for Catatogue ee 





Under-the-Rim No. 290 (Patented) 
For the regular punching bath tub 


i Takes place of ordinary bath cock 
and connected waste and overflow 
Body of fixture concealed under rim 
of tub, with only spout and pair of 
vitreous china handles exposed. No 


special supplies or ‘“‘roughing-in”’ 


Brooklyn, New York required. 











. 
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MILLS WATER TUBE BOILERS 
PRINCESS RADIATORS 





The Superior Quality of 


Mills Water Tube Boilers 


and 


Princess Radiators 


has given them a prominence recog- 
nized by leading architects. 


Architects, engineers and contrac- 
tors approve and advocate the selec- 
tion of 


Mills Water Tube Boilers 


and 
Princess Radiators 





knowing that economical 
and ‘consistent perform- 
ance will add to their pres- 
tige and reputation. 


We make prompt deliveries! 





mn 


THE H. B. SMITH CO. 


Sales Offices and Warehouses 


Boston, Mass. New York, N. Y. Philadelphia, Pa. Westfield, Mass. 


138 Washington St. No. 10 E. 39th St. 17th and Arch Sts. 57 Main St. 
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M-VB - Look in the tank .- 





M-VB 








M-VB ball cocks, 


flush valves and levers 
are recognized as the 
standard fittings for 
closet tanks. 





In buying closet tanks 
it Is a wise precaution 


to specily M- v B fit- 
shut-o or a low tank. A very 

popular ballcock for new installa- 

tions. tin | S. 














MORENCY-VAN BUREN MANUFACTURING 


COMPANY : ; STURGIS, . MICHIGAN 


Mention Domestic ENGINEERING when writing advertisers. 








1 DOMESTIC ENGINEERING 





—a little ambition, a Ford 
Truck and a sample kit sold 
over six dozen of 
these faucets in 
less than six months—in 
a small town, at that 







ait] fl See 






‘SWAN'S NECK" 
HE firm of Cook Brothers, down in’ of Narberth haven't sold that many faucets 
Narberth, Pa., realized the unusual in ten years. Narberth has a population of 
advantages for big sales in the Savill about 3,000. 
SWAN NECK FAUCET. N f 

Now, if you are interested in the merchan- 





When someone called in Cook Brothers to 
do a plumbing job, they took along a sample 
of the Savill SWAN NECK FAUCET and in- 
terested the housewife by giving a practical 
demonstration of its merits; and in nine cases 
out of ten they made a sale. 


As a result Cook Brothers sold over six 
dozen of these faucets in less than six months. 
Three other established plumbers in the town 


|IUMAa 


PHIL 








5 


ADELPH 


dizing side of the Plumbing business you can 
do as well—or better—than Cook Brothers 
did. It only requires a little energy, better 
business sense and the merits of Savill’s 


SWAN NECK FAUCET to do it. 


We will give every possible sales aid to pro- 
gressive plumbers, we will help them build 
for the future. Write us for catalog and com- 


plete descriptive matter. 


aT IA PA 
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ADGER Metal Pantry Badger 


Sinks have been a qual- Keepkleene 
ity product since 1842— Pressure 
They are made on honor Boilers 


to last forever, and are de- 
signed to fit any space and 
to meet any purpose. In- 
stall them on your next job 
and you will have another 
customer for a permanent 


friend. 


will long outlive the house 
in which they are installed. 


Write us today for complete information 


FE. B. BADGER & SONS CO. 


101 Park Avenue 


63-75 Pitts Street, Boston, Mass. 


616 S. Michigan Ave. 


NEW YORK CHICAGO 
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ara Model, Portable, 


$10.00—-Your clerk can 
sell this fixture 
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Cong 


ful, 





ress Model (installed 
model), $35.00—Beauti- 


practical 


A Landslide for 


KENNEY 
SHOWERS 


Every indication points to a record year for 
Kenney Showers. To the Trade Extension 
Bureau we give due credit for a remarkable 
increase in the number of dealers handling 
Kenney Showers. To progressive merchant 
plumbers and to the co-operation of jobbers’ 
salesmen we are indebted for the biggest 
Spring business in our history. 


The Big Opportunity 


Kenney Showers (portable models) are the 
most widely advertised retail merchandise 
in the plumbing business; they also show 
the largest profit. The weather man prom- 
ises a long, hot summer; our advertising in 
national publications has doubled all 
previous appropriations. Building is be- 
ing curtailed; put Kenney Showers to work 
to keep profits coming in. 


Write at once for our sales plan. Even if you are 
now selling Kenney Showers, write for new ideas. 
We profit by experience—we are constantly add- 
ing new selling helps. 


When writing please give name of your jobber. 
Do this at once—get in on the Kenney Shower 


landslide. 


Special attention is directed to two lower illus- 
trations of Kenney Showers (installed models). 
The Congress model for built-in or recessed tubs 
is a beautiful fixture and is practical. The shower 
bath for the whole family; women and children 
like it as well as men. Just now when building is 
curtailed and the Master Plumber is out looking 
for remodeling jobs the DeLuxe model makes a 
special appeal. Replaces the bath cocks. An 
installed shower without destroying the walls. Tub 
and Shower supplies, combined, at elbow height, 
constructed of heavy brass pipe, nickel plated; 
furnished complete with all standard fittings to 


risers. 


THE CURTAINLESS 
SHOWER CO. 


507 Fifth Avenue NEW YORK 











4. 


. Palm Beach Model, Port- 


able, $20.00—For the bet- 
ter bathroom, heavier, 
china trimmings. 





De Luxe Model (installed 
model), $35.00—Every leg 
or pedestal tub should 
have it 
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We solved the problem of making a 
closet seat that would never warp, split or 
crack when we devised the steel hoop in the 
ALLRIGHT. 


This steel hoop holds the two sections of 
the ALLRIGHT together in a vise-like 
grip. It is positive insurance against the 
common seat troubles. 


Why not install the ALLRIGHT when 
orders come in for replacements, or on the 
big, new jobs, when the specifications call 
for a seat of real worth? 


Catalog will show you the various styles 
we make. 


ALLRIGHT MFG.CO. 


Rural Hall, N. C. 


*) 
~a 


Mention Domestic ENGINEERING when writing advertisers. 








V2 DOMESTIC ENGINEERING June 26, 1920 


















seeeeentere 
sreeeeee 


oeeeee 
Seeeeereneeceere 


Pee eeeeeretorse 


Master P a wnt 4 ya 


have not sa Peard_. £) Cast lron 








poree 
a eT lcClrlrlrmlmlmCmCmlmlmlmll lel tmlC PrOlUCUCTTFThUcCa eehlhUr HrhCUC JT OFTltéCmS@ECt~—t:—C®D™C™C™~CmRMWMC‘(‘(CY((NNNNNNNNNNNNNNNNNNNNNS“ “ss EN awsti‘(i‘ié#‘+,NIRRSSRRRRRRESS Ss me BR i MRR dU CR CLULUCUlUlUlUlCC MR 
SdUldmlc WlCUrtt~<“‘“‘<~zRRMR 


t8eee 


seeee 


oot eeee 
seeeet 

1454444005064 

se eeen cere 


_— = 
eeeeagreneengrtere 
Seererenetenrreee 
Sbibaebaaesanesee 
seeeererereporeee 
eeeeeeateaereer 
6m (kl mde CCC 


ccshhcsccheee | ““SKRRRRALRARAARAGRRRRRRRRRAROARBRRBRRE” = (MC 2 £2 2 2 2 2 86a me se Ne ee eee 
la =3FChlh/ lc (i hhl lll” Me Cll MMII I EEE OO Se 
eee, 8 €§ © 8 . . . “SMepepeeeseeeressessseee= = WW = jg jg = JRRReweeRerer n  06€6€6@6@6@6L6L0U0—0—0—0—U—UUCUUUUU OR 0 SRE 66g 
sceepeeees: (cece; a, ae O00) a, ee es re 6 
oentetes peeneeet 
setereee 


The NO-BOLT Cover 


Box does away with need of Re ic 


Service 
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brass bolts, prevents losing of IEE 
lid and box hiling up with for- Beesss tsetse rete 
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The IDEAL Insertable Soil Pipe 
Joint simplifies removing a de- 
fective fitting or length of pipe. 
Various sizes of Tee and Y side 
inlets make it easy to connect 
a new fitting to an old line. 
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SAACO Sand Trap prevents sand 
and solids from entering drain- 
age system, but permits liquid 
waste to pass freely. The trap 
you want for garages, carriage 
ice and bath houses, stables and 
st ae ts drains. 








8 


SAACO Anti-Syphon Trap for 
Lavatories, Sinks, Laundry 
Tubs, etc. Depth of seal not 
over 4 inches. Meets demand 
for deep seal trap. Approved 
by master plumbers and sani- 
tary engineers. 
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“CAN'T BE BEAT FOR GENEROUS HEAT” 


OVER 47,000 SATISFIED USERS 











oe eee D. & T. Equipment 


is a fuel saver. 


f me | | | ieee Cool smoke pipe. 














= att Fuel consumed to 


a dust. 


NO CLINKERS 
when D. & T. Reg- 


ulator is used. 





Full unit of heat 


from the fuel. 








Fire boiler once a 






= . 
SGE THAT THIS ¢5 
CEMENTED alaTiontT 


day when using 
Anthracite. Coal. 











PUT THE D. & T. ON YOUR HOT WATER HEATING PLANTS. 


The one efficient modern method of Hot Water Heating. 


Four ponts of safety against one point of safety in the other Hot 
Water Heating Systems. 


No Hot Water Heating Plant complete without the D. & T. Equipment. 


Write for our booklet entitled “‘Progress in Hot Water Heating”’ 


D. & T. Manufacturing Co., 3001-3-5 La Salle St. 
St. Louis, Mo. 
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COLUMBIA WESTERN MILLS. 
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Eighteen Years 
Continuous Service 
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“A BC’ © Engine, 

Fan ™ and ‘Fé®ater 

66 KE’ have been using 2 oS oar 
‘ABC Fans, o stewart, Chie} 

Heater Coils and a Type A hod vane af ite 
E’ngine to operate our dry ee 


kilns. 
Equipment which will actually 
give service as well as promise to give 
it, counts most. Where it is a ques- 
tion of ventilating equipment, there 
is a type of Sirocco or A BC Fan or 
Blower to fit the particular need. 


“This equipment has 
been running continuously 
24 hours a day for over 18 
years and during that time 
we have never had to shut 
down for any trouble what- 
ever. It has given us good 


satisfaction.” A ° Bl | ( 
—COLUMBIA WESTERN MILLS merican ower 0. 


Saginaw, Mich. 


Detroit, Michigan 
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Increase YOUR Heating Business. 


There is nothing that helps the heating contractor increase his ( 
business so rapidly as satisfactory heating installations. Every a 
one is a recommendation that brings substantial returns—a gen- «| 


uine business asset. NE 
Mouat Vapor Heat always makes good in all classes of build- 
ings, from the small bungalow to the modern hotel. It will help 
you to secure the largest, most profitable contracts in your town. \ 
One installation opens the way for many more. “UF 
> WP x 


the MOUAT hg 


Vapor Heating, Sysfem Fa 





with modified heat contrel at each radiator, is not only efh- 
cient but most economical as well. Not necessary to heat 
entire radiator unless needed. The Mouat Fractional Rad1- 
ator Valve attends to that. Saves coal by heating only 
portion desired. 

Mouat Heat is REAL Vapor heat. Its advantages over 
steam or hot water are apparent. Operates with ounces of 
pressure instead of pounds. Heats up quickly. No air vents 
1o leak, no noise in operation, no skilled attention required. 


Write for Bootlet and Testimonials 
from users of Moauat Vapor Heat 


THE MOUAT- —) 
COMPANY «.. 


Cleveland a & ‘fs 
es ma ih NG 


NOK bl & 
~K Bc 5 
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“TOLEDO” POWER DRIVE— 











THE “TOLEDO” POWER DRIVE is all that 
the name implies—a complete power plant on 
wheels. Connected with “Toledo” Pipe Threaders 
it will cut a 2” thread in 20 seconds, a 4" thread in 
2 minutes, an 8” thread in 314 minutes and a 12” 
thread including truing up the pipe less than 15 
minutes. The Drive will also operate hand winches, 
sheet metal rolls, and other machines now operated 
by hand. 


It may be interesting to note that it costs less than 
a complete set of dies for a standard 5” to12” power 
threading machine. 


Ask your jobber about this or have him get you 
full particulars. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


New York Office, 50 Church St. 
Canadian Licensees, A. B. Jardine & Co., Ltd. 


Hespeler, Ontario, Canada 


“Toledo” Power Drive 
threading 4” pipe with 
Toledo” No. 2 Tool in 2 
nnutes, and doing i 
without effort. 











A POWER PLANT ON WHEELS 


' February, 19m” - 





to the foreman. 





all the band 
the job in just 
now,” 2 Ee 


The Popular Science Monthly 
printed the above article without 
solicitation on our part, and gave 
it a happy nick-name, “A Power 
Plant on Wheels.” 







: i a = saga “y 
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ntroducing myself, and you should know 
why — gradually those that went before 
me are passing out of memory. [The Aqua 
and its policy have found their way to some 
of the most prominent concerns in the world, 
which is a remarkable fact, considering the 
short time of operation. That is why I want 
you to know me and the product that de- 
serves my signature, H. Bobker, Aqua 
Electric Heater Company, Iwo Fifty West 
Fifty-fourth Street, New York. A device 
to heat water instantaneously—instantaneous. 





FRANK PROX COMPANY, TERRE HAUTE, INDIANA 


| Established 1875 | 













— : f 


PROMPT DELIVERIES / aL 


——— © ve Wa re | 





its fe OH Pick | 
Only . a MRE OE ea RAE 
oe 1 EX We AVY DI Y 8C6 


YNOMIC BZI4 | 
Boilers For 
Continuous Service 


Products Capacity 
“Radium” 
Steam 300 to 1,100 
Water 500 to 1,825 


“‘Economic”’ 
Steam 1,200 to 3,675 
Water 2,000 to 6,050 


“Heavy Duty 

Economic’”’ 
Steam 3,675 to 10,000 
Water 6,050 to 15,725 


“Extra Heavy i 

Duty Economic” — 
Steam 8,000 to 16,000 Batra Hee avy, y Duty. Steam Boiler 
Water 12'800 to 25,600 200 “B” Serie 























Mention Domestic ENGINEERING when writing advertisers. 








156 DOMESTIC ENGINEERING June 26, 1920 























AIR CONDITIONING SYSTEMS ., BOILERS, HEATING, HoT Detroit Valve & Fittings and De-; Kennedy Vaive Mfg. Co., Himira, 
American tleower Co. Detroit | WATE AND STEAM troit Brase Works. Detroit | i. Me 
Sturtevant Co., B F.. Boston | Cox Stove Co., Abram. Philadel- Exeter Brass Works, Exeter, N. H.| Michigan Lubricator Co., Detroit. 

AIK MOISTENERS phia, tiny denvilie Co., Hwevdenviille, Mase. | Ohio HKrass Co., Manafield. O 
Onward Mfg. Co.. Menasha, Wis. | Gorton and Lidgerwood Co., New| Michigan Lubricator Co., Detroit. | Penberthy Injector Co. Detroit. 
AUGERS, SEWER York Victor Brass Mfg. Co., Cleveland | Street & Kent Mfg. Co., Chicago. 

. a a ~ Herbert Roller Co., Chicago. BRASS GOODS, PLUMBERS Trenton Hrass & Mach. Co., Tren- 
Coleman, Allan J., Chicago liiinois Mail. Iron Co., Chicago. | American Pin Co., Waterbury, ton. N. J. 

AUTOMATIC AIR VALVES | Kewanee Boller Co., Kewanee, Il. | Conn. Victor Brass Mfg. Co., Cleveland, 
Beaton & Cudwell Mfg. Co., New| Burnham Boiler Corp., Irvington, | American Sanitary M fg. Co., | Walworth Mfg. Co.. Boston. 

tritain, ‘onn N Abingdon, l. Wolverine Brase Works, Grand 
Beaton & Corbin Mfg. Co., South-| Monitor Bi-Loop Radiator Co.,! Berger Hrass Co., Cleveland. Rapids, Mich. 

ington, Conn, | Lancaster, Pa Capito) Brass Works, Detroit. Woodward-Wanger Co.. Philadel- 
Bishop & Batcock Co, Clevelani | Pierce, Butler & Pierce Mfg. Corp., | Central “rass Mfg. Co., Cleveland. phia. 

Maxee Steam Specialty Corp, New New York. | Crane Co., Chicago, CEMENT, IRON 

York. | Prox Co., Frank, Terre Haute, Ind.| Exeter Brass Works, Exeter. N. H.| Hause Mfg. Co.. Chas. F.. Omana, 
Maresh & Co., Jas. F., Chicago | Rich: — & Boynton Co., New)! Huaydenvilie Co., Hay densiiic, Mass. | Northwestern Chemical Co., Mart- 
Norman & Co., C. Erwin, Chicago. Yor | McRae & Roberts Co., Detroit. etta, VO. 

Penn Engineering Co., thiladeipnia | BOIL ERS, HEATING, WOT! McShane Rell Fdry Co., Baltimore, Smooth-On Mfg. Co., Jersey City. 
Russell & Co... W. A., New York | MW. ATER AXD GVEAR. MAG- (| Northern Brass Mfg. Co., Wau- CESSPOOLS, BRASS 
, . . ae ’ . 2. kegan, Ill ’ ‘ F c 

BASING, CATK n. gene | Gorton and Lidgerwvood Co., New) Sanibrass Corporation, Brooklyn. es hc or vo — 
Kilake Spec. Co tock Isiand, in York. Savills Sons Thos. Philadelphia CESSPOOLS, CAST-IRON 
Compound Inj. & Spec, Co, Chl-) poerhert Boiler Co., Chicago. Speakman Co., Wilmington, Del. | Estabrook’s Sons. R.. So. buston. 
__cCngo ' ’ Newport Boiler Co., Chicago. Street & Kent Mfg. Co., Chicago. Sanitary Co. of America, Linfield, 
[illinois Malleable Iron Co., ChiCagO | Fierce, Butier & Pierce Mfg. Corp.,| Victor Brass Mfg. Co., Cleveland "a. ) 

Wade Iron San. Mfg. co Chicago | New York. Wise, Inc., J. B. Watertown, N.Y. CLEANERS AND SOLVENTS, 
bate eee eee BOWLS, WATER CLOSET Wolverine Brass Works, Grand Pies 

CELAIN ENAMELED | Apex Supply Co., Trenton. N. J. Rapidea. Mich Blue Seal Chem. Co. Koselie, N. J. 
A merican Enamel WProducts Co., Chicago Pottery Co., Chicago. Wolff Mfg. Co., Chicago. | ene gay d ( °, cg 

Chicago. | Crane Co., Chicago. Woodward-Wagnuer cew., Philadel- yea Ch ve 1 Cc aoe York. 
BATH TUBS, ENAMELED IRON § Douglas Co., John, Cincinnatt. phia ercules Chemical Co., } 

Crane Co., Chicago | Fords Porcelain Works, Perth BRASS GOODS, STEAM CLEANOUTS, CAST-IRON 
Kohler ©o., Kohler, Wis Amboy, N. J. Capitol Brass Works, Detroit. Blake Spec. Co., Rock Island, TIL 
Standard San. Mfg Co.. P ittsburgh. | Maddock & Sons, John, Trenton, | Crane Co.. Chicago Compound Inj. & Specialty Co,, 
, . : N. J. Detroit Valve & Fittings and De- Chicago. 
Ty ee -AIN | Maddock’s Sons Co., Thos., Tren- troit Brass Works. Detroit. Cooper Fdry. + Atchison, Kan. 
Fords Porcelain Works Perth ton, N. J. Exeter Brass Works. Exeter, N. H. Estabrook’'s Sons, R. So. Boston, 
Amboy, N. J. ; —s Pottery Co., Trenton, | Huaydenvilie Co., Barden sen, Sens. er Co. of America, Linfield, 
: . Jenkins Bros... New York. a. 
om rastery Co., Trenton | Standard —_ — Co., so Kennedy Valve Mfg. Co., Elmira. — ( a | sarge - nL 
e | Sanitary Carthenware peciaity N. Y. ake Spec. Co., oc siand, 
a 2. fe Co., Trenton, N. J Michigan Lubricator Co., Detroit.| Compound Inj. & Specialty Co, 
: : | Trenton Potteries Co.. Trenton. N. J. Norman & Co., C. Erwin, Chicago. Chicago. 

BENCHES, PIPE, PORTABLE | wolff Mfg. Co., Chicago. Ohio Brass Co., Mansfield, O. Sanitary Co. of America, Linfield, 
Martin & Sons, H. P., Owensboro, | Wooster Sanitary Co., Clarksburg, | Penberthy Injector Co., Detroit. "a. 

Ky Ss ' W. Va Walworth Mfg Co.. Boston COCKS, BALL 
Standard tron Works. New York. | RBRRACKETRSR, SINK BRASS GOODS, WATER American Pin Co.. Waterbury, 
BOILER SEALING COMPOUNDS | Cooper Foundry Co., Atchison, Ks. / Capito! Brass Works. Detroit. Conn, 

Buffaio Spec. Co., Ruffalo. | kasex Foundry, Newark, N. J. Central Brass Mfg. Co., Cleveland. Exeter Brass Works. Exeter, N. H. 
Economy Scate Remover Co., Inc., | Iilinois Mall. [ron (o., Chicago. Crane Co.. Chicago Frost Mfg. Co.. Kenosha. Wis. 

Chicago, Heights. Il. | Sanitary Co. of America, Linfield,/ Detroit Valve & Fittings and De-| Haydenville Co.,. Haydenville, Masa 
Northwestern Chemical Co. Ma- | a. troit Brass Works, Detroit. Illinois Mall. Iron o.. Chicago. 

rietta, O BRASS GOODS, GAS Exeter Brass Works. Exeter, N. H.| Indiana Brass Co., Frankfort, Ind, 
Shur- tite Mfg Co.. Cleveland. Central Brass Mfg. Co., Cleveland. | Huydenvilie Co... Haydenvilie, Mass.| I. R Frases Co Peabody Masa. 
“X"' Laboratories, New York. | Crane Co., Chicago. Jenkina Pros... New York McShane Bell Fdry ©o., Raltimore, 








The buying season 


for water supply equipment will soon be in 


fuil blast. 


Just as soon as the farmers of your com- 
munity know that their crops are going to 
materialize they are ready to consider home 
improvements, modern conveniences, and la- 
bor saving devices. 


During the next few months HOOSIER 
WATER SERVICE installations can be sold 


most advantageously in your co _.unity. 


Get the agency for HOOSIER WATER 
SERVICE equipment. With it you can pro- 
~ vide your customers with reliable, proven 
pumping equipment, and get your full share 
of the business in this line which develops. 


























IOOSIE} 


Don't wait until the season is too far ad- 
Water Service vanced. Write for details today. 


The outfit shown is one of many dif- 
ferent pumping equipment combina- = ET INT & WALLING MFG. CO. 


deep well pumping, electrically oper- . . 
ated, and automatically controlled. Kendallville, Indiana 
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“BRE HYGIENIC” SEATS 


Two pieces of selected wood 


e 
A double pointed steel screw 
OnS ruc 10n Two porcelain spreaders 
Our “BRE” patented hinge 


It is open front and back 
reinforcements on 


e « 
No metal 
V£IenIC the bottom to turn green or 
collect dirt 


No screws to rust out 

Easy to keep clean as the ex- 
posed metal is reduced to 
the minimum 


June 26, 1920 











No glue joints to come apart 


The steel screw and our pat- 
ented “BRE” hinge locks 
and holds the two parts 


rigidly and firmly together 
Cannot come apart 


Write for our new catalog now ready for dis- 
tribution, describing all our “BRE HYGIENIC”’ 
spring seats, weighted seats, baby combination 
seats, and white celluloid seats. 


BRE MFG. CO. 


Hyde Park Dist. BOSTON 36, MASS. 





PATENTED DECEMBER 7, 1915 


No. 213 















: (“QUA LIT®, FIRST” 5 








Reduce your valve leakage 
to a minimum with O-B Globe 
Valves. Particular plumbers 
and contractors who strive to 
build up good will and satis- 
fied customers use O-B Valves. 








The rigid test every O-B 
Valve gets before it leaves the 
plant protects you from re- 
ceiving a defective vaive. 





Safeguard your specifica- 
tions and buy O-B Valves 
from your Supply House. 



































canesienemaneemiamens 
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Vorency-Van Buren Mfg. Co., Stur- 
gis, Mich. 

Wolverine Brass Grand 
Rapids, Mich. 

Woodward-Wagner Co., 


phia. 
COCKS, GAUGE 
Capitol Brass Works, Detroit. 
Michigan Lubricator Ce. Detroit. 
COUPLINGS, UNION 
Capitol Brass Works, Detroit. 


Works, 
Philadel- 


se ceeteeeee 





Cooper Fdry. Co., 
Cramptou-Farley Brass 
sas City. Mo 
Josam Mfg. Co., 

Ind 


Kennedy Valve Mfg. Co. Elmira, | FITTINGS, BATH SUPPLY AND | 
N. Y. | w 

Sanitary Co. of America, Linfield, American Pin woos Waterbury, | 
Pa nn 

Victor Brass Mfg. Co., Cleveland. | Central Brass Mfg. Co., Cleveland. 

Wade Iron San. Mfg. Co.. Chicago. | Crane Co., Chicago. 


DRAINS, REFRIGERATOR 


Atchison, 


Michigan City, 


Tilinois Mall. Iron Co., Chicago. 

Raymond Lead Works, Chicago. 

Sanitary Co. of America, Linfield, 
Pa. 

| Street & Kent Mfg. Co. 


Co., Kan- 





Chicago. 


Exeter Brass Works, Exeter, N. H. 











| 
| 
| 





Crane Co., Chicago. 

Norman & Co., C. Erwin, Chicago. 

Penn Eng’ring Co., Philadelphia. 

Russell & Co., W. A., New York. 

Wolverine Brass Works, Grand 
Rapids, Mich. 


FURNACES AND TORCHES. 
GASOLINE AND KEROSENE 
Clayton & Lambert Mfg. Co., De- 

troit. 
Double Blast Mfg. Co., N. Chicago 
Turner Brass Wks., Sycamore, Ill. 





Crane Co., Chicago. | 
Exeter Brass Works, Exeter, N. H. | Blake Spec. Co., Rock isiand, Til. Haydenville Co., Haydenvilie, Mass. | FURNACES, PIPELESS 
Miet a Kent Bee Co. Chicago. | Cooper Foundry Co. Atchison, Ke | Nieenee™ ress MEE. Co. Wau-| Richardson & Boynton Co, New 
St t cent } . Co., Chicago, | ) 0., cnis . : : ™ 
Woodward. leno Co.. Philadel- Sanitary Co. of America, Linfield, ~ ac yy Meg a on ahteeee | nia GAGE GLASS 
ode RING. PIPE AND BOIL ER DRAINS, ROOF Wise, Inc., J. B., Watertown, N. Y. os > “eee a Sn Se 
Johna-Manville Co., W., New “ web aa a ang a hy 10d. a tng a Works, Grand GAGES, STEAM AND ALTITUDE 
Rat co, | “DRAINS, SHOWER eFITTINGS, BRASS eae ee mae. 
go nga & Ashestes = Cooper Foundry Co.. Atchison, Ks. | Crane Co., Chicago. ° Marsh & Co., Jas. P., Chicago. 
COVERING, PIPE, UNDER- Josam Mfg. Co., Michigan City, Ind. | Exeter Brass Works, Exeter, N. H. GAGES, WATER 
GROUND Sanitary Co. of America, Linfield, | Haydenville Co., Haydenvilie, Mass. =— > tl Mfg. Co., New 
‘cho ; Cc » ; Pa. Michigan Lubricator Co., Detroit.| | Britain, Conn. 
— oe ee ae Speakman Co., Wilmington, Del, Street & Kent Mfg. Co., Chicago. | Capitol Brass Works, Detroit. 
ey ERS, PIPE Street & Kent Mfg. Co., Chicage. | Walworth Mfg. Co., Boston. Detroit Valve & Fittings and De- 
CUTTERS, ae eport, | Victor Brass Mfg. Co. Cleveland. | Wolverine Brass Works, Grand troit Brass Works, Detroit. 
oe Mfg. Co., ridgeport, DRILLS, SPRING HAMMER Rapids, Mich. wey eo a ee —. 
onn : : 
- Daugcherty-Smith-Phillips Co., Chi- FITTINGS, LEAD Ohio rass Co., ansfield, O. 
B. & B. Tool & Machine Works. ago i Eagle-Picher Lead Co., Cincinnati. | Penberthy Injector Co., Detroit. 
‘ ne. ian oe DRINKING FOUNTAINS Exeter Brass Works, Exeter, N. H. | Penn Eng’ring Co., Philadelphia. 
Rrown Die & Tool Co., Chicago. | Central Brass Mfg. Co. Cleveland. | ¢ypTINGS, MALLEABLE IRON GARBAGE BURNERS 
on a l& Mach Werke Chicago Chicago Pottery Co., Chicago. Crane Co., Chicago. Illinois Mall. Iron Co., Chicago. 
' ie do. Pi e Thread Mach. Co., | Crane Co., Chicago. Detroit Valve & Fittings & De-| Kewanee Boiler Co., Kewanee, III. 
bg 5 . ms a oe nag ~Apa Masa. troit Brass Works, Detroit. Sims Co., Erie, Pa. 
; * ase ohier Co onier Illinois Mall. Iron Co., Chicago. Wilks Mfg. Co., S., Chicago. 
Woodward-Wanger Co. Philadel. | Standard San. Ee eg eDUren | Street & Kent Mfg. Co., Chicago. GASKETS 
00 - * ‘a Wolff M Co (nica 
phia. DRUM TRAPS AND CLEANOUTS en Johne-Manville Co, H. W., New 
7 I - 4WJe . 
DAMPER BEGULATORS Biake Spee. Co., Rock — Dna Bullard Specialty Co., Tiffin, O. Norristown Mag. & Asbestos Co.. 
American District Steam Co., | Compound Inj. & Specialty Co., A 
7°. Tenawands, N Chicago Duluth Corr. & Roofing Co., Duluth, Norristown, Pa. 
ae - ee, ‘ae — Perm —_— Ge.. Atshieen. Be. Minn. Snow Flexible Gasket Co., Chicago 
M oe Mfg Co Chicago. , Eagle-Picher Lead Co., Cincinnati. | Eagle-Picher Lead Co., Cincinnati.|; Wolverine Brass Works, Grand 
_—s ’ E ineering Co., Milwau- | Sanitary Co. of America, Linfield, | Hessler Co., H. E., Syracuse, N. Y. Rapids, Mich. 
— “<, i? ¥ Pa. 7 F Midland Metal Mfg. Co., Kansas HANGERS, PIPE 
“* “DRAIN BOARDS Wade Iron San. Mfg. Co., Chicago. m2 ae —_—- — > — Mfg. Co., New 
>. y » m ex . , ** . r - . 
Se oe pe FLOATS, COPPER Bishop & Babcock Co., Cleveland. 
; , ‘EL . Co., dusky, | Haydenville Co., Haydenville, Mags.| Crane Co., Chicago. 
sehemtiie Ge, Gaakandien M aes. + nn ee ee ee 4 Wolverine Brass. Works, Grand | Illinois aa _ Ba co 
‘° C ) ' =N . T AIR PUMPING Rapids, Mich. Norman o., \ rwia, Cage. 
oe ang Ce —— iene” Engine Co., Wal- | FLOOR AND CEILING PLATES, Penn Eng’ring Co., Philadelphia. 
DRAINS, FLOOR AND GARAGE den, N. Y. Beaton & Cadwell Mfg. Co., New “io — Works, Grané 
- ao , ERRULES Britain, Conn. Rapids, ch. 
eens egal : eae’ Se. Ragie-Picher Lead Co., Cincinnati. | Beaton & Corbin Mfg. Co., South- HEAT CONTROL SYSTEMS 
Chicago. | Haydenville Co.. Haydenville, Masa. ington, Conn. Bishop & Babcock Co., Cleveland 
pepe TTT TT bl setaeteataeteateeteateat eet eet ee SYUYUTUTOTUTUTUTUTEYETET MIME Th eataatea* est estaa eateatea est ast nat est eat uatestest eat nat nat nat nat ast eat eatuatea* eat eat nat nat ast estes yates eatast eat estestestestasteetes*ea*ee*es®, 











Sua? r 
tetas eateates sea eat eat ea estes esteateates 


"ee teteaeteatee® 


MiMi Miata) ala 


Cat ea eat eateateates*erteateateaten® 


a*aateataateatcatuataetaateataatag® 


Have Advantages 
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CLIMAX SPECIALTIES 


CLIMAX Cellar Drainers use less service water to dis- 
charge the seepage and are most satisfactory for a 


plumber to handle. 
CLIMAX Testing Plugs include all patterns and sizes; 
have no equal. 
CLIMAX Longscrews are extra heavy, made of best 
materials and extreme care in manufacturing. 


CLIMAX SPECIALTIES are uniformly of high qual- 


ity. Refuse substitutes. 
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HIS is the Construction 
and This the - 
Hinge . 








stimulate a large 


» eb tat 
your plumbing establishment 
This “Never-Split” construction combined with 
the wide variety of patterns and finishes that meet 
the popular demand, represents the most profitabl 


combination ever offered to the trade. 


Every seat is thoroughly guaranteed for five 
years. 


Catalog on request. 


Nevin 





ROLE IT ® 





A Quarter Turn of the 
Handle Opens or Closes. the 


GORTON 


QUARTER-TURN 


VALVE 


It is the easiest operating valve in the world, and 
users will regulate heat in a room by opening and 
closing the radiators, saving steam. 





With the old time valve requiring five or six turns 
of the wheel to open or close the valve users open 
the windows to cool a room, an immense waste of 
steam. 


Wasted steam is wasted coal. 


Equip your radiators with Gorton Valves and 


No stooping, the slightest touch ; 
of the foot operates the valve. save money on your Coal Pile. 


Write for Catalogue 


Gorton & Lidgerwood Co. 


FISHER BLDG., CHICAGO, ILL. 94 LIBERTY ST., NEW YORK, N. Y. 


See Sweet’s Architectural Catalogue, Page 1635, for Specifications 
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Johnson Service Co., Milwaukee HEATERS, WATER, ELECTRIC LAUNDRY TRAYS | Milwaukee Flush Valve Co., Mil- 
Powers Regulator Co., Chicago. bone lect , . , ; > , waukee 
qua slectric Heater Co. New Fords Porcelain Works, Perth; _ ~e 
HEAT G ENERATORS York | Amboy, N. J. poe Pn see ae ae. Del. 
Horigan Supply Co., St. Joseph, Mo : . . ; Kohler Co., Kohler, Wis. | Street ent Mfg. Co., icago. 
HEATERS, AUXILIARY a a Monument Pottery Co., Trenton, | Sturgis Co., Sturgis, Mich. 
Davidson, Me C., Hanover, Pa | Detroit Heater Corp., Detroit. | PARTITIONS, TOILET 
Hotetream Heater Co., Cleveland. Economy Heater Co., Chicago Sanitary Earthenware Spec. Co.,| Carpenter Mfg. Co., R. F., Cleve- 
GARAGE | Elliott Water Heater Co., Ine., Trenton, J. ; land. 
_, HE a sAR 6h New | .. Brooklyn. Standard San. Mfg. Co., Pittsburgh. | Weis Mfg. Co., Henry, Atchison, 
Rich rdson &€ Poynton . | Hoffman Heater Co., Lorain, O. Trenton Potteries Co. . Trenton, N. J. Kan. 
rork — on . | Hotstream Heater Co., © leveland. | wolff Mfg. Co. Chicago. | PIPE CUTTING AND THREAD- 
H EATERS. LAUNDRY ' Humphrey Co., Kalamazoo, — | LAVATORIES, ENAMELED IRON ING MACHINES, PORTABLE 
B ahem Boiler Corp., Irvington, ; ne oe eee oe ee. | een: tim. Gnemnaee | Columbus Machine Works, Colum- 
N. arro eH 0., ac aes — . bus, Ind. 
Cox Stove Co.. Abram, Philadei- } p t h Water Heater Co.,/ Kohier Co., Kohler, Wis. | . “ 

p Ow ” , po Standard San. Mfg. Co.. Pittsburgh. | —, & Curtis Co. Bridgeport, 

acu & Lidgerwood Co. New | Ruud Mfg. Co., Pitteburgh. Wolff Mfg. Co., Chicago. — | Toledo. Pipe Thread. Mch. Co., 
rk. | , , sAV , PO , = < 

Herbert Boller Co., Chicago. HEATERS, WATER, KEROSENE Pe I ee PORCEI i Tele o i" 
liinole Mall. Iron Co., Chicago | metroit Heater Corp., Detroit. ‘rane 0., Chicago. It E-THREADDD G AND PIPE- 
. : , ~ - Fords Porcelain Works, Perth CUTTING MACHINERY 
Kewanee Boiler Co., Kewanee, Iii. Elliott Water Heater Co., Inc., 

. : Amboy. N. J. Armstrong Mfg. Co., Bridgeport, 
Monitor Bi-Loop Rad +. © Lan Brooklyn. Wolff Mfe. Chicago i Cc 

caster, Pa Hotstream Heater Co., Cleveland. re ees hater Keel M 
Pierce. Butler & Pierce Mfg. Co., LAVATORIES, VITREOUS CHINA | Bignall & Keeler Mch. Works, 

New York HEATERS, WATER, STEAM Crane Co., Chicago. Edwardsville, Til. 

Prox Co., Frank, Terre Haute, Ind. | patterson-Kelley, New York. Maddock’s Sons Co., Thos., Tren- — Curtis Co., Bridgeport, 

oR! N | Si Co., Erie Pa. ton, ™ 4 . 

Detroit Heater Corp., Detroit. HOT WATER HEATING N. Beaton & Cadwell Mfg. Co., New 

Hotstream Heater Co., Cleveland, SPECIALTIES Sanitary Earthenware Spec. Co., Britain, Conn. 

lilinots Mall. Iron Co., Chicago. = ea Wolverine Brass Works, Grand 
~ Rishop & Babcock Co., Cleveland. Trenton, . Rapids, Mich 

Kewanee Boller * = Kewanee, Til. Donnelly Mfg. Co. sialden, Mass. Standard San. Mfg. + Pittsburgh. ap 8, crn. 

HEATERS, WATER, AUTOMATIC | jiorigan Supply Co., St. Joseph, | Trenton Potteries Co., Trenton,N.J.| PIPE AND FITTINGS, SOIL. 

Detroit Heater Corp., Detroit. Mo. Wolff Mfg. Co., Chicago. CAST IRON 

Economy Heater Co., Chicago. McAlear Mfg. Co., Chicago. Wooster Sanitary Co., Clarksburg, | Cooper Foundry Co., - Ks. 

Hoffman Heater Co.. Lorain. O. Powers Regulator Co., Chicago. ’ a. Essex Foundry, Newark, N. J, 

Hotstream Heater Co., Cleveland. | Reading Heater & “Supply Co., , a “ye Hy eg oo os ad Co. of America, Linfield, 

Humphrey Co., Kalamazoo, Mich. Reading, Pa. Sagie-Picher Lea o., Cincinnati. 

tener Heater Co. Detroit. ON Raymond Lead Works, Chicago. PIPE, SEAMLESS DRAWN, 

Parrott a a : HUMIDITY CONTROL BRASS AND COPPER 

Pee iteebereh. er Heater C0» | iohnson Service Co., Milwaukee. LEAD ROPE Wheeler Condenser & Eng. Co., 

Ruud Mf Co.. Pittsburgh Powers Regulator Co., Chicago. Eagle-Picher Lead Co., Cincinnati. Carteret, N. J. 

ued Mtg. Co., _ | Sturtevant Co. B. F., Boston. Raymond Lead Works, Chicago. PIPE, VITRIFIED CLAY 
J —o ays en ~neveed : HYDRANTS LEGS, LAUNDRY TRAY Clay Products Assn., Chicago, 

f ‘ ove Doe ,, le. ® z ele- > 

phia. Haydenville Co., Haydenville, Masa. nae ae. — a ee eee 
Gorton & Lidgerwood Co., New | y}inolg Mall. Iron Co., Chicago. Sant iin an ae Linfield PIPE, WROUGHT 

York. Kemp Mfg. Co. C. M., Baitimore. | “@pitary ©. of America, Mintel, | National Tube Co., Pittsburgh. 
Herbert Boller Co., Chicago. . : POT LEAD 
{llinola Mall. Iron Co., Chicago. | INGOT METAL : _ LEGS, SINK Eagle-Picher Lead Co.. Cincinnati. 
Kewanee Boller Co., Kewanee, I!!. | prartman Ingot Metal Co., Chicago, | Essex Foundry, Newark, N. J. PRICE BOOKS, PLUMBING AND 
Monitor Bi-Loop Rad. Co., Lan- | nesuorens Illinols —~ “yo — “o- H : 

caster. Pa. Sanitary Co. o merica, nieid,| Bareham & Saunders, Rochester, 
Pierce, Butler & Pierce Mfg. Co., ‘enb t Injector Co., Detroit. Pa. N. Y. 

New York —_ ree encllcnind PR MIXERS, SHOWER BATH Bradford, Wm. A., Quincy, Mass. 
Prox Co., Frank, Terre Haute, Ind. . : . af Hoffmann & Billings Mfg. Co.,| Buschmann & Sons., Inc., August, 
Wilks Mfg. Co., S., Chicago. Lang. Fred, Minneapolis, Minn. Milwaukee. Indianapolis. 

/ ustration sito ‘ a 
correct Perfect ai Septr 


TIOON 


leading 


Mik 


dorsed 


Sept 


I 


Desk S CHE 





equipped rural homes, 


with safe, sane, sure 
posal. They may be r 
plete satistaction. 





Don’ 
‘Tank 


authorities, 


Cc Svstems, en 


provide water- 


schools. factories, etc... 
method sewage dis- 


elied upon to give com 


MICAL 


T OIL ET CORPORAT [ON 


Installation 


Overlook the Fact That 
Perfection Products Are Dependable 
ur Red Imp Solvent shoots through clogged 


pipes without a murmur. 
invaluable help. 


PEREECTION Cess Pool Cleaner is swift and 
Clears the sludge and allows pool to 
Let us send you testimonial letters. 


certain. 
drain. 


—— 





Plumbers find it an 


Syracuse, N. Y. 











PLUMBERS. Our Perfection Cleaner is 
Proposition Will Inter- shipped in 25 Ib 
est You. Write. sais 
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ee PIPE MACHINE 


oo 


==) ECONOMY 


~ - PEERLESS 
Ee o row. / 
e ¥ ie Va QBEKG 
* ” : at Cr SQ 
‘ie -oe Vv, 
ge ae 










The test of economy is years of gruelling service. Excessive deprecia- 
tion is undesirable, and unless a machine is built to stand the gaff of rough and 
steady threading, it will prove to be an unprofitable investment. 

B & K machines stand the daily grind. They do not show signs of weak- 
ening after a few months’ service. No frills or after thoughts—just a sturdy, 
dependable machine. 

Catalog tf you want it. 


FORGE AHEAD WITH A BETTER THREAD 


BIGNALL & KEELER MACHINE WORKS 























REERLESS Edwardsville, III. PEERLESS 
CBEKG QBEKkG 
C\ A 
oe - $4 








Che Sterling Shde Valve Return Trap will 
thoroughly drain return lines of heating sys 
tems, eliminate air without loss of vapor and 
return water to the boiler against pressur¢ 


lt will lift liquids to a higher level where 


steam or air pressure is available. 

It Call be placed As low as m above t hie 
water line of the boiler, thus making it pos 
sible to install Vapor = s\ stems in basements 


with low ceilings. 


The valve mechanism in the Sterling Return 
Trap consists of a slide valve which travel: 
forward and backward over the steam and ex 
haust ports, alternately admitting steam to the 
trap and exhausting to the atmosphere. All 
chance of dirt scale or other foreign matte 
lodging on the valve seat and _ interfering 
with the action of the valve has been eliminat 
ed, as the valve pushes all such accumulations 
before it and out of its path. 








Patent applied for 


STERLING ENGINEERING Co. 
Manufacturers of HEATING SPECIALTIES 
449 THIRD STREET MILWAUKEE, WISCONSIN 


Representatives in all large cities 





—— 
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PUMPS, ELECTRICAL 


Burnett-Larsh Mfg. Co., Dayton. 

Bishop & Babcock Co. Cleveland. 

Decatur Pump & Mfg. Co., Deca- 
tur, Ill. 

Deming Co., Saiem, O 

Flint & Walling Mfg Co., Kendall- 
ville, Ind. 

‘ort Wayne Eng. & Mfg. Co., 
Fort Wayne, Ind. 

Goulds Mfg. Co., Seneca Fallis, 
N. Y¥ 


Leader Iron Works, Decatur, Il. 
Mast, Foos & Co., Springfield, O. 
Myers & Bro., F. E., Ashiand, O 
National Utilities Corp., Milwaukee. 
Sterling Eng'ring Co., Milwaukee. 
Vaitie-Kimes Co., Dayton. 


PUMPS, ELECTRICAL CON- 
DENSATION 


Advance Pump & Compressor Co., 
Battie Creek, Mich 














American Steam Pump Co., Battle | 


Creek, Mich. 
Bishop & Babcock Co., Cleveland. 
Chicago Pump Co., Chicago. 
Economy Pump. Mchy. Co., Chi- 
cago. 
Trane Co., La Crosse, Wis. 
PUMPS, FORCE 
Bishop & Babcock Co., Cleveland. 
Burnett-Larsh Mfg. Co., Dayton. 
Deming Co., Salem, O. 
Goulds Mfg. Co., Seneca Falls, 
_ 


Mast, Foos & Co., Springfieid, O 
Myers & Bro., F. E., Ashland, O. 
PUMPS, VACUUM 
American Steam Pump Co., Battle 

Creek, Mich. 
Rishop & Babcock Co., Cleveland. 
Farnsworth Co., Conshohocken, Pa. 
Illinola Engineering Co., Chicago. 
McAlear Mfg. Co., Chicago 
Thompson Mfg. Co., Des Moines 

RADIATOR FOOT RAILS 

Beaton & Cadwell Mfg. Co.. New 

Britain, Conn. 


RADIATQORS 
Kewanee Boller Co., Kewanee, Ill. 


Monitor Bi-Loop Rad. Co., Lan- | Wolverine Brass Works, Grand 


caster, Pa. 





| Pierce, Butier & Fierce Mfg. wees | SEATS, WATER CLOSET a Sons Co., Thos., Tren- 
New York. Allright Mfg. Co., Rural Hall, N. C ton 
. 7 "np. | Monument Pottery Co., Trenton, 
RANGE BOILERS, COPPER = a Co., Hyde Park, Bos- N. 
Badger & Sons Co., E. B., Boston. a Balke - Collender Co., Sanitary Earthenware Spec. Co.. 
Gerstein Bros & Cooper, S. Boston. Chicago. PP meno ' N. oy — 
Hayes Mfg. Co., Paterson, N. J. "hy andar an. , 
| Trageser Steam Copper Wks., J., as ohn Mtg. Co., C. F., Holyoke, Trenton poy Co., Trenton, N. J. 
New York. . 

RANGE BOILERS, GALVANIZED york SO REVES FLOOR AND CEILING 
NG s-ERS, GALVA! y SLEEVES, FLOOR AND CEILIN 
Never Split Seat Co., Evansville, 

Detroit Range Boller & Steel Bar- Ind. ’ — a Mfg. Co., New 

rel Co., Detroit. Pfau Mfg. Co., Cincinnati. ritalin, Vonn. 
Koven & Bro., L. O., Jersey City. Wolff Mfg Co., Chicago a oe Mfg. Co., South. 
ers Wks., C . é nae ngton, Conn. 
oo Boller ks Cambridge, _ eee ee pag end SMOKE CONSUMERS 
T r Steam Copper Works, J., | ‘ NY . ollet orp., Syracuse,| Smokabate Service Co cago. 
‘New York _— N. SOIL PIPE PLATES 
Whitaker-Glessner Co., Ports-| . SEWAGE EJECTORS Beaton & Cadwell Mfg. Co., New 
mouth. Chicago Pump Co., Chicago. Britain. Conn. 
Wood Mfg. Co., John, Consho- SHOWERS SOLDER 
hocken, Pa. Crane Co., Chicago. Eagle-Picher Lead Co., Cincinnati. 
Curtainless Shower Co., New York. SPUDS. RANGE BOILER 
REAMERS, PIPE Fords Porcelain Works, Perth| Colonial Metal Products Co., New 
Armstrong Mfg. Co., Bridgeport, Amboy, N. J. York City. ; 
Conn. Hoffmann & Billings Mfg. Co.,| STANDS, BOILER, ADJUSTABLE 
Milwaukee. Cooper Fdry. Co., Atchison Kan. 
REGULATORS, HOT WATER Milwaukee Flush Valve Co.. Mil- STANDS, PORTABLE VISE 
Rishop & Babcock Co., Cleveland. waukee. Martin & Sons, H. P., Owensboro, 
Illinois Engineering Co., Chicago. Powers Regulator Co., Chicago. Ky. . . 
Johnson Service Co., Milwaukee. | Speakman Co., Wilmington, Del, | Standard Iron Works. New York. 
Powers Regulator Co., Chicago. Sturgis Co., Sturgis, Mich. STALLS, URINAL 
REGULATORS, HEAT Street & Kent Mfg. Co., Chicago. | Carpenter Mfg. Co., R. F., Cleve. 
Wolff Mfg. Co., Chicago land, 





a 





Bishop & Babcock Co., Cleveland. | woiwverine Brass Works. G Cc Cc Chi 
, . rand | Crane Co., cago. 


Johnson Service Co., Milwaukee. Amboy, N. J. 
Regulator Co., SINKS, PORCELAIN ENAMELED Weis Mfg. Co., Henry, Atchison, 








Minneapolis Heat 

Minneapolis. Seen Co., ae Kan. 
Powers Regulator Co., Chicago. Cohler Co., Kohler, Wis s M HEATING SPECIALTIES 
Souder-Hornsby Co., Tamaqua, Pa. Rtandard San. Mfg. Co. Pittsburgh. pene val Dist. Steam Co.. N. 

ORS, WATER LEvEL| “°!™ Mfs. Co.. Chicago Tonawanda, N. 
co ge ae = By c C _ , 7 cL. | SINKS, PORCELAIN Bishop & Rehres Co., Cleveland 
telat as Y. oller ©o., inc.,| Crane Co., Chicago. Crane Company, Chicago. 

Nyack, N. ; Fords Porcelain Works, Perth a ee Pa 
ESTS, PIPE Amboy. N. J. I}linois Eng. Co., cago. 
R : PIPE Wolff Mfg. Co., Chicago Kelly Controller Co., Chicago. 
Riake Spec. Co., Rock Island, Til. Lytton Mfg. Corp.. Franklin, Va. 
Cooper Foundry Co., Atchison, Ka. c ‘ SINKS, SLOP Marsh & Co., Jas. P., Chicago. 

' . . a | Grane Co., Chicago Sterling Eng. Co.. Milwaukee. 
RUBBER GOODS, PLUMBING | Kohler Co., Kohler, Wis. STOCKS AND DIES 
Bozeman Mfg. Co., Baltimore. Sanitary Co. of America, Linfield. Armstrong Mfg. Co., Bridgeport. 

Canfield Co., H. O., Bridgeport _ Pa ; may yet 
| ~ Conn. | Stands San. Mfg (o.. Pittsburgh. | nignall & Keeler Mch. Works. 
Coleman, Allan J., Chicago. | Wolff Mfg. Co., Chicago. Edwardsville, Ill. 
SINKS, VITREOUS CHINA Rorden Co., Warren. O 
Ranida. Mich | Crane Co. Chicago. Crown Die & Tool Co. Chicago 














CAPITOL BRASS 


You can depend upon Capitol Brass Specialties. Send for catalog. 


CAPITOL BRASS WORKS :: DETROIT, MICHIGAN 


RADIATOR VALVES 


Tested to 125 Ibs. *ydraulic 


Original 

Durable pressure. 

Symmetrical Full size openings. 

Reliable Thoroughly inspected before 


shipment. 

Nicely finished. 

Workmanship and _ material 
guaranteed. 


Standard Patterns 
Union, Corner 


Lock Shield, Gate 
Globe 

















Old jobs or new jobs can be made more efficient and economi- 
cal in operation by equipping them with the 


Thermo Syphon Trap 


Prevents any type of steam heating system from becoming air-bound or 
water-logged. 





Handles the condensation from one-pipe or two-pipe systems, discharges 
it direct into boiler, regardless of pressure in boiler or system. Makes all 
types of vapor and atmospheric systems safe. 

Write or Bulletin No. 16 


Lytton Manufacturing Corporation 
Trap Specialists Franklin, Virginia 
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Service is a little word that means much in connection with the 


JOHNSON SYSTEM OF HEAT REGULATION 


JOHNSON SERVICE is REAL service. It means co-operation from 
the time your building is ready for the heating system, promptness in 
delivery of necessary materials and entire responsibility for satisfac- 





tory installation and operation of the JOHNSON SYSTEM. pesianeeie 
*Syiphon’’ Metal 
Our expert engineers are at your service. Branch offices in all prin- Diaphragm Valve. 


cipal cities. 


Johnson Service Company, Milwaukee, Wis. 


TRIMO 


THE WORD THAT STANDS FOR 


NUT with Nut GOOD TOOLS 


Guards Made by the 


Trimont Mfg. Co., Roxbury, Mass. 





Jehnson Fool-proof 
Thermostat. 

















TRIMO PIPE WRENCH with Steel Handle 
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ABLE OF ESTIMATED enone ae] bie 
ie sean "eon 


* teay, 















































. Pe. Ft. Cu. Ft. =) : 
iation Tae 3 aetinee Con Padmton “« 
Required all equired | tone equir 5 
ae, 2 10 1 900 a lS a 2° fen, 
ee 


impl for th fi 
FIGURIN G RADIATION iein pent poner os 
TABLE OF ESTIMATED RADIATION 


The figures you want for any job—for direct, indirect or direct-indirect radiation, are worked out and printed on two tables, 
one for Steam and the other for Hot Water heating. The book contains four pages, printed on heavy celluloid, substantially 


bound. Size, 444%x7% inches. Price, only $1.00 HARRY B. PERRIGO, 1610 Boulevard, New Haven, Conn 
+ 7 %, ° 4 























ANN at +H spunea. NVM UE TET Te wt ee ii jh mA 
NS ° e 66 °° i! wy Wy Uy 
= There’s Money in Every ‘Powers € Gy 


y if 
wi The Powers Heit Regulating Specialties cover a wide and varied 
i held—a regulator for nearly every form of temperature control de- 
su} sired. There is a money-making opportunity in each and every one— 
| for you. 
For example: 
The Powers No. 13 Regulator for Hot Water Tank Heaters and 
Garbage Burners has never been surpassed. Recommendation of it will 


reflect credit on your shop. All metal construction, easily installed, self- 
contained, reliable, powerful, and practically indestructible. Ask for 






Adjustment Weight 






Flexible Tube} 
















Bulletin 136 and get posted. 
Thermostat Bulb 

} The Powers Regulator Company ve 

My Specialists in Automatic Heat Control 
) || #52 Architects Bldg., New York 2716 Greenview Ave., Chicago The Powers Regulator No. 13 
Pe 363 The Federal St. Bldg., Boston (1217) 
Ce ue |i The Canadian Powers Regulator Co., Ltd., Toronto, Ontario _— 

AL. i! A i \ 

Yip / hy eal - wth th wt Mi i we 

Mal ve QR ut NTA Naat Ha ttt ta ta 
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tis & Curtis Co., Bridgeport, 
fonn,. 

Nye Tool & Machine Works, Chi- 
it 

Toledo rue Thread Mach > = 

Toledo jhio 
STORAGE OUTFITS, GASOLINE 
ioulds Mtge Co Seneca Falia, 

Y 
Koven & Bro, L. O., Jersey City 
Trageser Steam Copper Whks., J., 
ew York. 

TANKS, CLOSET, COPPER 
Pfau Mfg Co., Cincinnati 
TANKS, CLOSET, PORCELAIN 

ENAMELED 
(‘rane Co., Chicago 


Kohler ¢ - Kohler, Wis 


tundard San. Mtg. Co., Pittaburgh, 
rFANKS, CLOSET, POR ELAIN 
Crane Co (Chicago 
Fords Porcelain Works, Perth 
mooy, N 
TANKS, CLOSET, VITREOUS 
CHINA 
Chicago Fottery Co., Chicago 
(‘rane Co., Chicago 
Maddock & Sons, John, Trenton, 
—. ws 
Maddock’s Sons Co., Thos., Tren- 
ton " J. 
Pottery Co., Trenton, 


Monument 
N. J 
Sanitary Earthenware Spec to 
Tre nton, N J 
St and ird San. Mfg. Co 
Tre iton Potteries (o., 
Mig 
oster Sanitary Co., 
W. Va 
TANKS, EXPANSION 
Detroit Range, Roller & Steel Bar- 
rel Co., Detroit. 
Koven & Bro., L., 
Penn Eng'’ring Co., 
Riverside Boiler Works, Inc., 
bridge, Mass 
Trageser Steam Copper Works, 
New York 
Whitaker-Glessner Co., 
mouth, O 
TANKS, HOT WATER 


Kewanee Boiler Co., Kewanee, 


Pittsburgh, 
Trenton, N. J. 
' «) : ‘ “his iv 


We Clarksburg, 


©., Jersey City. 
Philadelphia. 

Cam- 
Dee 


Ports- 


Koven & Bro. L.. O., Jersey City 

Riverside Roller Works, Inc., Cam- 
bridge, Masa. 

Sims Co., Erie, Pa. 





Trageser Steam Copper Wkza., 
New York. 

Wilke Mfg. Co., 8.. Chicago. 

TANKS, STORAGE 
Bros. & Couper, 

Kewanee Boiler Co., Kewanee, Iil. 

Koven & Bro., L. O., Jersey City. 

Kiverside Boller Works, Inc., Cam- 
bridge, Mass. 

Sime Co., Erte, Pa. 

Trages 4 — Copper Works, J.. 


New 


(;erestein 


THERMOMETERS 

Magee Steam Specialty Corp, 

Co., Jas. P., Chicago. 

THERMOSTATS 

Rishop & Babcock Co., Cleveland 

Hotstream Heater (o., Cleveland. 

lohnson Service Co., Milwaukee. 

farsh & Co., Jas. P., Chicago. 

Powers Regulator Co., Chicago. 
TONGS, RADIATOR 

Co., E. R.. Indiana, Pa 

ANTI-SYPHON 

Co., Waterbur 


Marsh & 


Lumaeden 
TKAPS, 
\rmmerican Pin 
(‘onn 
American San 
don. Ill. 
Detroit Mar 
Detroit 
Eagie-lticher Lead Co., 
Raymond Lead Works, 
Sanitary Co. of America, 
a. 
“treet 


W 


Mfg. Co., Abing- 


btrass Mfz ce.. 
Cincinnati. 
Chicago. 

Linfield, 


& Kent Mfg. Co., Chicago 
Ine., J. B.. Watertown, N. Y. 
Wolverine Brass Wor®ts, Grand 
Rapids, Mich 
TRAPS, BACK WATER 


se, 


Riake Speciaity Co., Rock Island, 
Ii. 
Compound Inj. & Specialty Co., 


Chicago. 
Cooper Foundry Co., 
(Crampton-Fariey Brass 
sag City, Mo. 
Illinois Mall. Iron Co., 
Victor Brass Mfg. Co., 
Wade Iron San. Mfg. Co., 
TRAPS, BRASS 
Pin Co., Waterbury, 


Co., 
Chicago. 
Chicago 


American 
Conn. 
American 
don, Til. 
Central Brass Mfg. Co.. 
Exeter Brass Works, 
Havydenville Co., Haydenville, Mass. 


San. Mfg. Co., Abing- 


Cleveland. 


8. Boston. 


New 
| 


Atchison, Ks. 
Kan- 


Cleveland, | 


Exeter, N. H. 


J. | 














ee NRE 





eet & Kent Mfg. Co., Chicago. 

Wise, Inc., J. B., Watertown, N. Y, 

Wolverine Brass Works, 
Rapids, Mich. 


TRAPS, CAST IRON 
Compound Inj. & Specialty Co., 
‘ hic aA£kO. 
per Foundry Co., 


Marvel Er: 


“fr 


Ks. 


(‘oO 


Atchison, 

iss Mfz , 
petrol? 

Josam Mfg. Co., 
rie 

Sanitary Co 
> 


Victor Brass Mfg. Co., Cleveland. 


TRAPS, CATCH BASIN 
Crampton-Farley Brass Co., 
sag City, Mo. 
Estabrook’s Sons, R., 
Illinois Mall. Iron Co., 
Wade Iron San. Mfg. Co., 


TRAPS, GREASE 
Compound Inj. & Speciality Co., 
Chicago. 
Estabrook’s Sons, R., 8S. Boston. 
Koven & Bro., L. O., Jersey City. 
Raymond Lead Works, Chicago. 
Street & Kent Mfg. Co., Chicago. 


TRAPS, LEAD 
Eagle-Picher Lead Co., Cincinnatl. 
Raymond Lead Works, Chicago. 


TRAPS, RADIATOR AND STEAM 

American District Steam Co., N. 
Tonawanda, N, Y. 

Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago. 

Farnsw orth Co., Conshohocken, Pa. 

Holmberg Steam Trap Co., Lind 
borg, Kan 

Illinois Engineering Co., Chicago. 

Lytton Mfg. Corp., Franklin, Va. 

Marsh & Co., Jas. P., Chicago. 

McAlear Mfg. Co., Chicago. 

Sterling Eng. Co., Milwaukee. 


TRAPS, RETURN 
Bishop & Babcock Co., Cleveland. 
Farnsworth Co., Conshohocken, Pa. 
Haines & Co., Wm. S., Philadel- 
phia. 
Illinois Engineering Co., Chicago. 
Lytton Mfg. Corp., Franklin, Va. 
McAlear Mfg. Co., Chicago. 
McDonald Under Seat Valve Co., 
Cleveland, 
Trane La Crosse, 


Michigan City 


of America., Linfield, 


Kan- 


S. Boston. 
Chicago. 
Chicago. 


Wis. 


(‘a 


Grand | 





TRAPS, SAND 
Cooper Foundry Co., Atchison, Ka. 
Sanitary Co. of America, Linfield, 


Pa. 
TRAPS, VACUUM 

& Babcock Co., Cleveland. 
Crane Co., Chicago. 
Farnsworth Co., Conshohocken, Pa. 
Illinois Engineering Co., Chicago. 
Koalsave Vacuum Valve Co., New 

York, 
McAlear Mfg. Co., Chicago. 
Penberthy Injector Co., Detroit. 


TRIMMINGS, CLOSET TANK 
Pin Co., Waterbury, 


Bishop 


American 
Conn. 
American San. Mfg. Co., Abingdon, 

Til. 

Burlington Brass Works, Burling- 
ton, Wis. 

Exeter Brass Works, Exeter, N. H. 

Frost Mfg. Co., Kenosha, Wis. 

Indiana Brass Co., Frankfort, Ind. 

Morency-Van Buren Mfg. Cow 
Sturgis, Mich. 

Wise, Inc., J. B., Watertown, N. Y. 


TUBING—SEAMLESS DRAWN, 
BRASS AND COPPER 


Wheeler Condenser & Engineering 
Co., Carteret, N. J. 


URINALS 


Crane Co., Chicago. 

Fords Porcelain 
Amboy, N. J. 

Kohler Co., Kohler, Wis. 

Standard San. Mfg. Co., Pittsburgh. 


VACUUM AND VAPOR HEATING 
SPECIALTIES 


Bishop & Babcock Co., Cleveland. 
Haines & Co., Wm. S., Philadel- 
phia. 
Hoffman Specialty Co., New York. 
Donnelly Mfg. Co., Maiden, Mass. 
Illinois Engineering Co., Chicago. 
Marsh & Co., Jas. P., Chicago. 
McAlear Mfg. Co., Chicago. 
Mouat-Squires Co., Cleveland, O. 
O-E Specialty Mfg. Co., Milwaukee. 


Works, Ferth 


Penberthy Injector Co., Detroit. 
Sterling Eng. Co., Milwaukee. 


VALVES, AIR 


Beaton & Cadwell Mfg. 
Britain, Conn. 


Co., New 











BADGER 
METAL PANTRY SINKS 


Made of Badger Metal or 





best planished copper, they 
are aquality product. Con- 
structed for any purpose 
and to fit any space, they 
will long outlive the mem- 
ory of their installation 


cost. 


E. B. Badger & Sons Co. 


85 Pitts Street, Boston 


101 Park Ave. 
NEW YORK 


616 S. Michigan Ave. 
CHICAGO 





ts aBir 


4, 












Overt: onw—. O 


OLAS $ SHOLD @ 





ae Ture 
CONNECTOR 





Big Heating Business 


Is Being Secured by Users of 


Expansion 


Horigan’s 
Aqua 


Tank 


Use With 


Very Small Pipe 
Very Small Valves 


SAVES 
Material 
Labor 
Fuel 


Nothing Else Needed 





Write for Facts Today 





Horigan Supply Co. 


St. Joseph, Mo, 
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Asbestocel— 


a combination of 
strength and efficiency 
OHNS-MANVILLE Asbestocel Sectional 


Pipe Insulation is a real insulation for 
medium and low pressure steam and heat- 
ing pipes. Itis composed of alternate layers 

of plain and corrugated asbestos felt in 
| cylindrical form, with the corrugations run- 
ning around the pipe instead of lengthwise. 
| This construction is the best possible 
| application of the small “dead air”’ principle 
because of the short closed loops. 





chers 


HE manufacturer who makes a product 
Heated air cannot flow 


requiring washers, shows wisdom and | , 
on nel Rell lengthwise through Asbestocel 
good judgment when he includes Be a di cals co 
. : And because Johns-Manville Asbestocel 
Washers. They prolong the life of any ar- is built on the principle of an arch formed 





ticle with which they are connected and give 
the same perfect service when used for hot 
water as for cold. 

Master Plumbers who once use Bell 
Washers never use any other kind. 

Above all washers one brand stands su- 
preme—the Bell. 


In addition to Bell Washers, we make a 
complete line of Steam Valve Discs and all 


kinds of small molded rubber goods. 
Your jobber can supply you. 


a 


Bele sre 





New Jersey 








Estate of 


Andrew 





by many small arches, it is stronger, more 
durable and retains its initial efficiency 
longer than the ordinary “air cell’’ type of 
“covering.” It is designed so as not to be 
injured by vibration, rough usage or long 
shipments. 

Johns-Manville.Asbestocel is also made in 
flexible roll form for hot air pipes, heaters, etc. 

Eitherform of Asbestocel will save a much 
larger percentage of the heat than ordinary 
“coverings.” Moreover, Johns-Manville 
Asbestocel is a permanent investment; this 
heat saving will go on indefinitely because 
of the long service Asbestocel gives. 

Branches in 63 Large Cittes 


Send for the booklet 
Jouns 
Te 
oe For Canada. 


Through— Canadian Johns-Manville Go., Lid. 


\ Asbestos/ 


and its allied products 


JOHNS-MANVILLE 
Serves in Conservation 
Temperature Cements, 
Asbestos Roofings, 
Packings, Brake 
Linings, Fire 
Prevention 


preauets 1 DOWER PLANT MATERIALS 


ential 


H.W. Johns-Manville Co. 
296 Madison Ave., N. Y. City 
10 Factories 




















TNE NE 
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Domestic Engineering Buyers Directory 





Co., South- 


Beaton & Corbin Mfg. 
ington, Conn. 
Bishop & Babcock Co., Cleveland. 


Crane Co., Chicago. 

Il!inole Engineering Co., Chicago. 

Jenkina Bros., New York. 

Marsh & Co., Jas. P., Chicago. 

McAlear Mfg. Co., Chicago. 

Penn Eng. Co., Philadelphia. 

Sterling ak Co. Milwaukee. 
ALVES, GATE 

Detroit. 


Capitol heer Works, 
Cleveland. 


Central Brass Mfg. Co., 

Crane Co., Chicago. 

Detroit Valve & Fittings and De- 
troit Brass Works, Detroit. 

Jenkins Bros., New York. 

Marsh Valve Co., Erie, Pa. 

Ohio Brass Co., Mansfield, O. 

Penberthy Injector Co., Detroit. 

VALVES, GATE. ANGLE 

Central Brass Mfg. Co., Cleveland. 

Crane Co., Chicago. 

Detroit Valve & Fittings and De- 
troit Brass Works, Detroit. 


Jenkins Bros... New York. 
Kennedy Valve Mfg. Co., Elmira, 
N. Y. 
Marsh Vaive Co., Erie, Pa. 
Ohio Brass Co., Maasfield, 0. 
VALVES, eel IRON BODY 
Crane Co.. Chica 
VAL VES. ‘GLOBE 
Central Brass Mfg. Co., Cleveland. 
Crane Co., Chicago. 


Detroit Valve & Fittings and De- 
troit Brass Works, Detroit. 
Haydenville Co., Haydenviille, Mass. 
Jenkins Bros.. New York. 
Kennedy Valve Mfg. Co., Elmira, 
N. Y. 
Marsh Valve Co., Erie, Fa. 
VALVES, GLOBE, IRON BODY 
Crane Co., Chicago. 
VALVES, HOT WATER, RELIEF 
Donnelly Mfg. “o., Maiden, Maes. 
Exeter Brass Works, Exeter. N. H. 
ALVES, PRESSUKK 
REGULA 


Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago. 

Economy Vapor Heating oo we 
Omaha, Neb. 


Gorton & Lidgerwood Co., New 
York. 

Illinois Engineering Co., Chicago. 

Marsh Valve Co., Erie, Pa. 

McAlear Mfg. Co. Chicago. 

Sterling Eng. Co.. Milwaukee. 

Trane Co.. La Crosse, Wis 

VALVES. RADIATOR 

American District Steam Co., 
Tonawanda, N. Y. 

Bishop & Babcock Co., Cleveland. 

Capitol Brass Works, Detroit. 

Crane Co., Chicago. 

Detroit Valve & Fittings and De- 
troit Brass Works, Detroit. 

Gorton & Lidgerwood Co., New 
York. 

lilinois Engineering Co., Chicago. 

Jenkins Bros.. New York. 

Kennedy Valve Mfg. Co., 
N 


» We 
Kinsey & Mahler Co., Peoria, 
Marsh Valve Co., Erie, Pa. 
Michigan Lubricator Co., Detroit. 
Norman & Co., C. Erwin, Chicago. 
Ohio Brass Co., Mansfield, O. 
Penn Eng. Co., Philadelphia. 
Sterling Eng. Co.. Milwaukee. 
VALVES, RADIATOR, PACKLESS 
Bishop & Babcock Co., Cleveland. 
Gorton & Lidgerwood Co., New 

York. 
Marsh Valve Co., Erie, Pa. 
McAlear Mfg. Co., Chicago. 

O-E Specialty Mfg. Co., 
VALVES, REDUCING 
Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago. 

Illinois Engineering Co., Chicago. 
Jenkins Bros., New York. 
Johnson Service Co., Milwaukee. 
Lytton Mfg. Corp., Franklin, Va. 
McAlear Mfg. Co., Chicago. 

Ohio Brass Co., Mansfield, O. 


No. 


Elmira, 


Til. 








Kinsey & Mahler Co., Peoria, Il. 
Marsh Valve Co., Erie, P 


Michigan Lubricator Co., Detroit. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
VALVES, WATER CLOSET 
FLUSHING 
Crane Co,, Chicago. 
Exeter Brass Works, Exeter, N. H. 


McShane Bell Foundry Co., Baiti- 
more 

Woodwarda- Wanger Co., Philadel- 
phia. 

VALVES, WATER CLOSET 
FLUSHO METER TYPE 
Cleveland Flush Meter Co., Cleve- 

land. 
Haas Co., Fhilip, Dayton, O. 


Milwaukee Flush Valve Co., Mil- 
waukee. 
Slean Valve Co., Chicago. 


VAPOR AND VACUUM HEATING 
SYSTEMS 


Cleveland. 
Co., 


Bishop & Babceck Co., 

Economy Vapor Heating 
Omaha, Neb 

Haines & Co., 
phia, 

Illinois Engineering Co., Chicago. 

McAlear Mfg. Co., Chicage. 

Moline Heat, Moline, III. 

Mouat-Squires Co., Cleveland, O. 

Reading Heater & Supply Co., 
Reading. Pa. 

Simplex Heating eeeany Co., 
Inc., Lynchburg, Va. 

Trane Co., La Crosse, Wis. 

VENTILATING SYSTEMS 
American Blower Co., Detroit. 
Sturtevant Co, B. F., Boston. 
VISES, PIPE 

———e Mfg. Co Bridgeport, 
on 

Columbus Machine Works, Colum- 
bus, Ind. 

Crown Die & Tool Co., Chicago. 

Curtis & Curtis Co., Bridgeport, 


Wm. S8., Philadel- 





American Sanitary Mfg. Co., Ab- 
ingdon, Ill. 
Central Brass Mfg. Co.. Clevelan¢ 
Exeter Brase Works, Exeter, N. H. 
Haydenville Co., Haydenvilie, Mass 
Street & Kent Mfg. Co., Chicago. 
Wise, Inc., J. B., Watertown, N. Y 
Wolverine Brass Works, Grand 
Rapids, Mich. 


WATER CLOSET BRASS 
SPECIALTIES 
American Pin Co., Waterbury. 

Conn. 
American Sanitary Mfg. Co., Ab- 
ingdon, . 
Exeter Brass Works, Exeter, N. H. 
Frost Mfg. Co., Kenoshu, Wis. 
Morency-Van Buren Mfg. Cu., 


Sturgis, Mich. 
Wise, Inc., J. B., Watertown, N. Y. 


WATER CLOSETS AUTOMATIC 
FLUSHING 

Haas Co., Philip, Dayton, O. 

Standard San. Mfg. Co., Pittsburgh 

Vogel Co., Jos. A., Wilmington, De! 


WATER CLOSETS, FROST- 
PROOF 


Haas Co., Philip, Dayton, O. 
Vogel Co., Jos. A., Wilmington, Deli. 


WATER SYSTEMS, 
UMATIO 


Burnett- R... Mfg. Co., Dayton, O. 
Bishop & Babcock Co., Cleveland. 
Decatur Pump & Mfg. Co., Decatur, 


Deming Co., Sale oO. 

Flint & Walling Mfg. Co., Kendall- 
ville, Ind. 

Fort Wayne Eng. & Mfg. Co., Fort 
Wayne, Ind. 

Goulds Mfg. Co., Seneca Falis, N. Y. 

Leader Iron Works, Decatur, III. 

Mast, Foos & Co., Springfield, O. 

Myers & Bro., F. E., Ashland, O. 

National Utilities Corp., Milwaukee. 

Rider-Ericason Eng. Co., Walden, 


N. Y. 
Vaile-Kimes Co., Dayton, O. 








TING VALVES, STEAM Conn. 
Bishop & Babcock Co., Cleveland.| Bishop & Babcock Co., Cleveland.| Nye Tool & Mach. Wks., Chicago. 
Crane Co., Chicago. Capitol Brass Works, Detroit. Toledo Pipe Thread Mach. Co., WRENCHES, PIPE 
Illinois Engineering Co., Chicago. Crane Co., Chicago. Toledo. Armatreng Mfg. Co., Bridgeport. 
Johnson Service Co., Milwaukee. Detroit Valve & Fittings and De-/| Williams & Co., J. H., Brooklyn. Conn. 
McAlear Mfg. Co., Chicago. troit Brass Works, Detroit. Marsh & Co., Jas. P., Chicago. Marsh & Co., Jas. P., Chicago. 
Ohio FPrass ©o., Mansfield. O. Haydenville Co., Haydenville, Mass. WASHERS Trimont Mfg. Co., Boston. 
VALVES, RADIATOR | Iilinois Engineering Co., Chicego. Bell, Andrew, Estate of, Newark. | Walworth Mfg. Co., Boston. 
MODULATION | Jenkins Bros.,. New York. | WASTES AND OVERFLOWS Williams & Co., J. H., Brooklyn 
American Dietrict Steam Co., No.|' Kennedy Valve Mfg. Co., Elmira,| American Pin Co., Waterbury.|' Woodward-Wanger Co., Philade! 
Tonawanda, N. N. Y. ; Conn. phia. 
dps 


WATER HEATERS 




















(Gas and Electric) 


are a wonderful im- 
provement in heater 
construction. 


So simple there is 
nothing to get out of 
order. Connect to 
water and gas pipes 
in basement, elimi- 
nating tank. 


Cannot waste fuel. 
Gas is consumed 
only when faucet is 
open. 


Positively guaran- 
teed. 


Write for attrac- 
tive offer to dealers. 


a= eo 
Milwaukee Mfg. Co. 


1316 Fond du Lac Ave. 
MILWAUKEE : WIS. 
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Wherever Vaives Are Used 
The Jenkins Story Is Told 


DIGEST and 


(‘olor advertising in the LITERARY 
“pace each month in HOUSE AND GARDEN, COUN- 
rkRY LIFE IN AMERICA and HOUSE BEAUTIFUL 
serve as a means of keeping the story of Jenkins 
Piumbing and Heating Valves before home owners 
ind home builders The merits and advantages of 
IENKINS installations are clearly pointed out to them. 
\ liberal use of space in fifty or more trade and 
technical magazines urging the purchase of Jenkins 
Valves through the trade stimulates sales for the 
Master Piumber and Steam Fitter for power plant, 
factory and general work. 
jenkins Valves are made in types and sizes to meet 
all requirements You can install them with con- 
fidence in their satisfactory performance—for each 
‘Jenkins’ is made for the maximum service, not the 
average. 
(;enuine Jenkins Valves are known by the Jenkins 
name and “Diamond Mark.” 
JENKINS BROS. 
New York Boston Philadelphia Pittsburgh Chicago St. Louis 
San Francisco Washington Montreal London Havana 
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OLD METHODS GIVE WAY TO NEW 


Once a plumber sets up a laun- 
dry tray with the “JIFFY” Fold- 
ing Tray Frame, he decides then 
and there to adopt its use on every 
job. 


It takes only a jiffy to snap the 
“JIFFY” into place. Nothing 
more to it than setting up a step- 
ladder. No tools needed. Saves an 
hour and a half on a 2-part tray 
and four hours in setting up a 3- 
part tray. Makes a better, more 
substantial job than any home- 
made frame. Never rocks or sags. 


Patented notch catch holds legs 
firmly in place. 


With the “JIFFY” frame, the 
tray can be placed in middle of 
laundry floor away from wall, 
making a more sanitary and con- 
venient arrangement. 


Made in ten sizes—two standard 
and eight special—either 15% or 
17-inch widths. 


Cut down labor expense and 
give your customer more for his 
money—use the “JIFFY.” 


Ask Your Jobber for “JIFFY” Laundry Tray 
and Sink Frames and Sink Brackets 


. “The Patented’’ Notch Catch Snaps 
ag 


into Place and Cannot Work Loose. 


THE FORD DONLEY COMPANY 
1940 East 117th Street, Cleveland, Ohio 
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The “Electro-Boil”’ 


Electric Immersion Heater 










Safest, Quickest and Most Economical 
Electrical Appliance for Boiling Water 
That Has Ever Been Perfected. Will 
Se | cae Furnish Boiling Water When and 
Saeed ae Where It Is Wanted, at the 


Electro-Boil Lowest Possible Cost. Mapa oe 


Rath Tub Heater 








Phe “Electro-Boil” Electric Immersion Convenient—Easy to Handle. ‘Ihe “[lec- 
7, ar compose d of a metal cylinder with tro-RBoil’”’ electric Immersion lleater 1s 
metal discs inside, pertorated to admit a small. light In weight, Casy to move, re 
ready contact with water. Simply place quires little space and 1s adaptable to any 
heater m cold water, turn on current and condition or surrounding. 

ater j heated to bolimg point ina re 


A Size for Every Need. \lade in four 
models, suitable for heating smallest basin 
ful of water to warming largest tubful for 


markably short time—requires about three 
mainutes tor the smallest size heater. 


Absolutely Safe. When heater is taken Has Semtile 
out of water, electrical contact 1S broken. | 
It will never cause fire. Uses current only The field for this heater is practically lim 
vhile immersed in water—a trifling expense itless. A demonstration to a customer in 
i two or three cents an hour for electricity. variably means a sale with good profit. 
Hoye for “belectro-Bol’ Booklet. 


he S-S Instantaneous 
Water Heater 


(Gas and Electric ) 








is a simply constructed heater that stays on the job year in and 
year out. Nothing to get out of order. It 1s connected to water 
and gas pipes in basement, eliminating the tank. 

Economical in Operation. (Consumes fuel only when taucet 1s 
‘open. Water and gas automatically shut off when faucet 1s 
closed. Valve can be set to furnish water any degree desired, 
from lukewarm to steaming hot. Requires no attention. Fau- 
cet controls both valve and heater. 

Whatever you require in water heating devices, we can sup- 
ply, and guarantee satisfactory, economical service. 


rite for literature. 


MILWAUKEE MANUFACTURING CO. 
1316 Fond du Lac Avenue Milwaukee, Wisconsin 
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(y) <@>Pe Ffect System | VY) 





Three Systems In One 


Vapor Vacuum Pressure 


Phe “O-E” Perfect Heating 
System simplifies your heating 
work. Does away with all com- 
plicated parts, such as air valves, 
Hoats, pumps, return traps, dia- 
phragms, etc. No adjustable re- 
furn fittings or other delicate 





“O-K”’ Perfect Packless 


Cen? a "Quick ° 

t top of Rac tor. ule sr hye . 

opening. Ne m er sticks, Mecnanisim. 

Tested by Air and Water 

tests, ° e . ‘ - 
Practically tool-proof. Easier 





to install than any other system 
and easier to install right than 
wrong. 

Operates as vacuum most of the 
time, vapor part of the time, and 
pressure when desired. ‘The sim- 
plest, most flexible and efhcient of 
any. Noiseless in operation. Does 
not require expert attention. 


More Profit for You 


It costs less to install than a hot water 





“O-E” Perfect Ball Check 
Water Seal Return Fitting, 
with Air Vent and Clean 
Out. Each Fitting carefully 

tented. money, or even more than hot water equip 





system and is easy to sell for the same 


ment. 


You can guarantee the “O-[” System to 
give better service than either vapor or 
water. We stand back of every one you 
install, it you follow our recommendation 
and instructions. 





Our latest bocklet gives complete 
description. Write for it. 


UL WS F. OSTRANDER COMPAMY 


<< 





“O-E” Perfect Air ails ane Valve, with new 0-E SPECIALTY MANUFACTURING CO. 


Hollow Bronze Ball. Always works. Never sticks. Care- : . . 
fully tested. 884 Third Street Milwaukee, Wis., U.S. A. 
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HE SOUDER System of Automatic 
Heat Control has answered the call 
for more reliable mediums of obtain- 

ing sufficient heat with less guess-work, with 
less labor and expense. 


It is the greatest improvement in heat regu- 
lation ever made. It is the one sentinel over 
the heating system that never sleeps and 
never forgets. 


It is automatic in every phase of its oper- 
ation. : | Bee Oi 


Soule’. SOUDER 
BEAT REGULATOR ~ 
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Without any attention on the part of the 
house owner or occupant, the Souder will 
maintain throughout the day any temperature 
desired, automatically lowering it at night 
and raising it in the morning to any prede- 


termined degree. 


Once set to work properly adjusted, the 
Souder Regulator can be forgotten. 


Heating Engineers—I\he Souder Heat 
Regulator will solve many: of your most 
dificult heating problems. 


HORNSBY CO., Inc. “rath 
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Located in Our New Home, 
we are now ready to serve 
you more promptly than 
ever, and with many 
more specialties 


added 


Standard and mxitra ian i \ , {0 6-inch 
Soil Pipe and Fittings, of good. smooth and 
evenly b need cast 
Deep Seal Floor Special Floor 

Drains Drains 


Brass Top Drains 





Ice Box Drains 

Bell Traps 

Test (Cleanout) 
Tees 

Sink Brackets 

Cistern Rings and 
Covers 

Brass Strainers for 


Shower Drains 
Garage Drains 


Assortment of 
Cleanouts 


Boiler Stands 
Drive Ferrules 























Floor Drains 
Brass Closet Floor Water Conductors 


Flanges Brass Ferrules 


ur 





staeee 


if mr cataloque ts not am 


ur hand, write us for copy. 


THE COOPER FOUNDRY CO. 


ATCHISON, KANSAS 
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(y= new plant now in full operation gives 

us more than double our former produc- 
tion capacity. Stab’‘lity of product and organ- 
ization and the highest quality of service have 
created a demand for Hoffman Heaters which 
made greatly increased production necessary. 


With a plant that is second to none in modern 
improved methods and machinery, and with a 
staff of engineers made up of the oldest, most 
experienced and most reliable water heater 
men, we feel that we can give service that will 
be pleasing and profitable to our trade. 


We invite your correspondence. We have 
some carefully worked out and tested plans for 


selling Automatic Water Heaters, which you 
will be interested in knowing about. 


Hoffman Heater Co. 
Lorain, Ohio 
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ASGON 


DIDIT! 
The Magic Fluid 


that instantly loosens the rustiest nut, bolt, 
coupling, bushing or connection of any kind. 
No time wasted—no parts destroyed. 


N 


Miracle-worker 


Tasgon will pay for it- 
self a hundred times 
over in. Factories, 
Mines, Machine and 
Railroad Shops, Gar- 
ages, Power-plants, 
etc., by saving labor, 
material and shut- 
downs. 


for 
Plumbers,Machinists 
and Steamfitters. 


When You Use a 
Wrench—Use 
TASGON. 


If it fails, money back 











AND THERE YOU ARE ! 








a! 


POLYGON PRODUCTS CO. Boston, Mass. 


MADE BY SAMUEL CABOT, Inc. 
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ESCO typifies the particular 
tastes of American home 
builders. It completely fills 
the need of a quiet operating closet 


[OX11 water surface and a 3-inch 
seal. Furnished with the extended 
lip unless otherwise ordered. 


= See eS ee ee ee 


| of compact proportions and service- [here are nee than pane: os 
: alin lnienik te cndimene these closets In satisfactory use to- 
elie : day—a fact that supports our claim 
Closet illustrated is unusually for the popularity of SESCO Vitre- 
compact, has a large waterway, a = ous China Products. 
y 


For other Sesco Models, refer to pages 22 and 23 of this issue. 




















GENERAL OFFICES POTTERIES , 
TRENTON, NEW JERSEY TRENTON, N. J..-COLUMBUS, 0O. 
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Model No, 982 


THE RALSTON NEW PROCESS 
WATER STILL will give absolutely 
PURE WATER for LABORATORY 
or DRINKING purposes. Requires no 
more attention than a tea kettle. Can 
be heated over ordinary gas burner or 


stove. Still is made of COPPER.,. 


coated with pure BLOCK TIN. Size 
141% in. high, 9% in. diameter, capacity 
one quart per hour. PRICE $15.00. 
Write for descriptive booklet. 


John Trageser Steam Copper Works | 
————SSSS SS EEE | 
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SLUSUEBEEET, 








OR nearly three-quarters of a century we 
have been manufacturing a high grade 
line of plumbers’ products, embodying 
at all times the most up-to-date methods 

and improvements. The benefit of the knowledge 
gained through our many years of experience is 
reflected in every piece leaving our factory. 


Before a new line is put on the market It is care- 
fully tested and proved satisfactory, so that we 
have the assurance it will stand up in service. 


Trageser Products are the recognized standard 
throughout the country. They meet the most ex- 
acting requirements. 

Specify and install them on jobs where the best 


is required. 








aa _ 





Mention Domestic ENGINEERING when writing advertisers. 











44 


(fl 





June 26, 1920 


DOMESTIC ENGINEERING 

















— 
pr a . ~ 
- 

a Bay" ~~ pod 
a” yee ee : 
bed ee e ee 

| 0 Ps os a 
rf - * han pe 
“ = a 
a te = e 

oe a st vet 
is a = = 
=. ry Fade - 
aggeee dt - 

~ a 
ete Pa * 
A wo _ * 
pl me - Bad 
pa ~ sod yea 
a ony 4 
ac’ ca - 
~ fey ~ 
~~’ o 





y REISS SJAN.3. (8 
JAHN TRAGESE 

AM COPPER WORE 
Rey. CITY: 















KNOWN FOR MORE 


THAN 70 YEARS 





A Complete line of Range Boilers. 


Storage Tanks for Hot Water, Gaso- 
line, etc. 


Pantry Sinks and Drain Boards. 
Expansion Tanks. 

Pneumatic Water Supply Tanks. 
Gasoline and Oil Separators. 
Steam Thawing Machines. 
Boiler Stands, etc. 











fe LLU 





A 
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TO-DA 









Mturihan. 
CANTONMENT 


DRINKING 


ee 
FOUNTAINS 


OUT-SELL ALL OTHERS 





Designed for and adopted by 
the Government for use in Can- 
tonments and Naval Training 
Stations during the war—now 
used by the largest industries 
and schools. 


Puritan “mound building 
stream projectors” have made 
the side stream fountain prac- 


tical. 





SANITARY! Patented) 


Puritan §-579 “Canton- 


PRACTICAL! ——o™nceete 
FOOL-PROOFP! 


Plumbers handling Puritan Fountains have little—it 
any, competition. 

Protect your missionary work by selling the Puritan 
line, as a demonstration of the Purrtan stream pro- 


iector means the order. 


Halsey W. Taylor Company 


WARREN, OHIO 


LARGEST EXCLUSIVE MANUFACTURERS OF 
SANITARY DRINKING EQUIPMENT. 


Puritan S-566 ‘“‘Cantonment’”’ Wall Type 
Drinking Fountain 
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Ball Joints, Semi-finished. white 
piated or polished and nickel plated. 
Size—%”" and \%”. 








Fig. C-937 “New Model” 


All parts heavy Cast Brass with re- 7 
movable face with Air Valve, made Fig. C-934A 
to stand up under any pressure, even Government (Cantonment Ty pe) 
to steam. Face has fine perforations TULIP PATTERN 4 Inch Cast Brass 
giving that desirable Stinging Effect Shower Head with Removable Face 
of the Rain Bath, easily cleaned, Tapped half inch Iron Pipe Female 
having removable face. ‘ 
5 in, face, in. female IP thread. 
6% in. face % in. or &% in. female Rough Brase or Polished and N. P. 

IP thread. , 

é in. female 

. IP a, in. or % PRICES ON APPLICATION 











Shower Heads and Shower Valves 
Will Satisfy Your Customers Who Are Hard to Please 


“S & K’’ Shower Valves are made in Heavy Pattern Compression for use through wall 
(concealed work). These valves have large water way. Size 4” and #4” I.P. C-8941%4 
to C-896!'4 inclusive, made with set screw flange at same price. 


We make prompt shipments of the list of “‘S & K"’ Products given below: 


‘Rainbow’ Shampoo Fixtures Quick Compression Double Shampoo Cocks 
‘‘Arno’’ Compression Basin Cocks “Qoanco”™ Barber Slab Cocks 
Curtain Rods for Cofner Built-in Tubs Bath Room Accessories 
Compression Shower Valves Full Line of staple Fuller, Compression, and Boston 
Combination Quick Compression Cocks Self-Closing Work 
Compression Sill Cock—Boston Pattern Brass Plugs, Strainers, Chain Stays, etc. 
Boiler Drain Cocks—(Compression) 
Brass Work for— 


‘*Ideal’’ Standing Bath and Basin Wastes 
Shower Heads—All Cast Brass Closet and Urinal Stalls, Urinals, Laundry 


Improved No. 444 Fuller Bath Cocks Tubs, Sinks, Lavatories, Bath Tubs, Slop Sinks, 
“Western Beauty” Portable Shower Baths Closets and Tanks. 
A Large Line of Needle and Head Shower Baths 


= STREET & KENT MANUFACTURING CO. 


549 FULTON STREET, CHICAGO, ILL. 











Why 





C-89414 C-8065 C-89614 


HEAVY PATTERN Compression Shower Valves for use through wall (concealed work). These valves have large water 
way. Size % and &% in. I. P. C-894% to C-8396%, inclusive, made with set-screw flange at same price. 
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Speed and Accuracy 


Two elements that enter into the making of estimates are time and correctness. 
When a prospect wants a quotation, if you keep him waiting long for it, sometimes 
your competitor who has his figures at hand gets the contract in the meantime. 
And when you submit an estimate you should be sure that the figures are correct. 

On an average, 5 per cent of the master craftsman’s yearly profits are lost through 


errors in estimating. 


* . a2 
Our Plumbers and Steam Fitters Price Guide 

pays for itself over and over again by saving of time and preventing errors in fig- 
ures. It is a convenient, accurate record of costs and proper selling prices all 
worked out on every size and kind of material you use. 

300 pages of prices and price information at your finger’s end. Size of pages 
6x914, inches. Bound loose-leaf in high grade seven-ring binder. Kept constantly 
up-to-date by our revision service, consisting of sheets showing price changes as 


they occur. 
Write for Complete Details 


BAREHAM & SAUNDERS 


Publishers of the Plumbers and Steam Fitters PRICE GUIDE 
366 East Main Street - Rochester, N. Y. 
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FEATURE that typifies the Lambertville 

Non-Overflow Closet Bowl is, no matter 
what may be thrown into the bowl, whether or 
not the trap is completely closed, it is absolutely 
impossible for this bowl! to over-flow 


It is no wonder that this is the most popular closet 
bowl on the market today. 


that the modern Master 
ever 


It is only natural to expect 
Plumber will install 
a bowl of its type is demanded. 


its usage is practically limitless. 
There are other f 


‘eatures which are explained in our 
‘atalog—may we send you a copy? 


it wher- 
And the field of 











Lambertville Pottery Company 


LAMBERTVILLE, N. J. 
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Set 


==<i HE largest manufacturers and 
3 ys; Jobbers of plumbing supplies 
“S04 in the United States are 
familiar with rubber goods bearing 


the Diamond Canfield trade-mark. 





Many manufacturers in describing 
their products state that they use 
Diamond Canfield Rubber 


Specialties. 


When a piece of rubber goods 
shows the Diamond Canfield mark, 


you can be assured that it measures 
up to its established record of quality, 
uniformity and durability. 


We sell to Jobbers and Manufacturers cnly 


The H. O. Canfield Co. 


BRIDGEPORT, CONNECTICUT 
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Miniature reproduction of goods we manufacture for the 
Heating and Plumbing trades 


Made the Perfection Way 


Every product turned out of our fac- 
tories is made with the idea of meriting 
the permanent patronage of our custom- 
ers. 


Quality of materials or workmanship 
is never sacrificed for any reason. Re- 
gardless of the high prevailing prices, 
Perfection Products are kept up to our 
standard established some thirty years 


ago. 


Perfection Floor and Ceiling Plates 
were first in the field and still maintain 
their leadership. Our line includes more 
styles than that of all other plate manu- 
facturers combined. Made in a complete 


range of sizes. 


No specifications are too rigid for 
Perfection goods. They stand the test 
of time and long service. 


Write for complete illustrated catalog 


The Beaton & Cadwell Mfg. Co. 


New Britain, Conn. 


New York Office and Store—234 Water Street. 

Western Representative—Harry Verbeek Co., 208 N. Wells St.. 
Chicago, III 

Scuthern Representative—P. C. Abbott, Richmond, Va. 

Eastern Canadian Representative—J. R. Devereux & Co., 358 
Beaver Hall Square, Montreal, Quebec. 


Western Canadian Agents—A. E. Hinds & Co., Galt Bidg., 
Winnipeg, Canada. 

Pacific Coast Representative—Wm. P. Horn & Co., Rialto Bidg.. 
San Francisco, Calif. 

Wm. P. Horn & Co., 711 Deeku~ Bidg., Portland, Ore. 

Wm. P. Horn & Co., 30! Kercki..% Bidg., Los Angeles, Calif. 

Wm. P. Horn & Co., 1105 L. C. Smith Bidg., Seattle, Wash. 
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A Grease Trap for Every Sink 


p 
Sz On your old or new jobs, wherever a 


kitchen sink is installed, a grease trap 
should be included. This extra business 
can be secured without additional ex- 
pense and will add materially to your 
yearly profits. 


The Boston Grease Trap 


is made in both round and square pat- 
terns, with large hand hole, making it 
easy to clean out. Collects and holds 
the grease, thereby preventing grease- 
clogged pipes. For restaurants, hotels, 


clubs, etc., youll find the BOSTON 
Trap highly satisfactory. 





Modern Plumbers Employ 
Modern Methods 


When a new fixture is to be connected with a line of pipe already in- 
stalled, or where, after testing a new line of pipe, a defective length or 
cracked fitting must be taken out, the up-to-date plumber saves time, money, 
annoyance and makes a better job by using the 


Sisson Insertable Joint 


It is not necessary to disturb the pipe above or below to get the slack 
needed, or to spring the stack, which often leaves loose joints. Simply cut 
out of soil pipe the length of fitting to be inserted and |1!'4% inches for the 
Sisson Joint. The connection is quickly and easily made. 





Write for our latest booklet describing 
our Grease Traps and other Specialties 


R. Estabrook’s Sons 


First and C Streets, South Boston, Mass. 


ge Fas. 


PATENTED 
OCT. 5.1897. 





The Old Way The New Way 
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An Authority on Prices 
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Tue Breaprorp Price Boox 
PLiMBING. HE LATING. GAS FITTING 


SHEET METAL TRADES 









































NOWING the right price to charge for every article 
put into estimates without stopping to figure it out, Is 
worth a lot of money to the master plumber and steam- 

fitter in the course of a year. 





The time consumed in figuring the price of each item 
handled is worth saving, to say nothing of the chances of 
error. For uniformity in billing and checking up your in- 
voices, use 


The Bradford 
Price Book 


It will prove of great assistance This means you will be kept in- 
in your office. By using it you can formed on all important price 
make every contract pay its share changes throughout the vear. Re- 
of profit. Gives you accurate fig- newal subscriptions are $12.00 per 
ures on all standard articles used vear. 


in the trade. In separate columns : 
are set forth the Cost, Net and You cannot afford to be with- 


Re-sale prices. Sheets are filed out the Bradford Service. Send 
in loose leaf binder, readily acces- us your check and the book will be 
sible for reference. | mailed at once. Six days are al- 
The subscription price of the lowed for trial. If not entirely 
Bradford Price Book, including satisfactory, return the book and 
one vear’s revision service, is $15. your money will be refunded. 
Write us on your business letterhead for free sample sheets 


Published by 


Wm. A. Bradford 


Room 2, Bradford Building 
ll Maple St., Quincy, Mass. 
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STEEL WELDED TANK Tae), | SAND COUNTER WEIGHT | 
TESTED 350 POUNDS tnt 


BABBITT BEARING 
NO FRICTION 
































NO WIRE DRAW 
VALVE FULL OPEN OR SWING JOINT FOR 
TIGHTLY CLOSED INLET WATER CONNECTION 



































SEE IT WORK 
KNOW YOUR LINES 
ARE BEING 
DRAINED DRY 








—— 
| VALVE CLOSED | 


| VALVE OPEN | 


REGRINDING VALVE 
EASY TO REPAIR 







































OUTLET 





} SWING JOINT FOR INLET WATER CONNECTION | 
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PLATT YUI AGMA PATE gL 


ECCENTRIC LIFT GLOBE VALVE 
PRESSURE ON TOP OF SEAT 
NO PRESSURE AGAINST STUFFING BOX 


STUDY THIS FARNSWORTH 
CONDENSATION SEPARATOR 


This is one of the family of Farnsworth condensation machines. ‘Your trap 
problem will be solved by use of this separator. Use it in place of a num- 
ber of your small traps. Note the simplicity of this machine, which handles 
all the water that will flow to it. It has big inlet and big outlet valve. No 
wire-drawing, either full open or tightly closed. No working parts inside 

nothing outside except what is shown. It draws large volumes of condensate. 
When the tank fills with condensate it automatically opens a heavy, rugged 
ball valve which blows the dirt, sediment and seale straight through. _ 


The Farnsworth Co., Conshohocken, Pa. 


on poe inquiries and further investigation of the merits of the Farnsworth Closed System and 
losed Loop Boiler Feeding System. Buy this machine by the amount of water it handles and it is the 
cheapest machine on the market. ' 
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THE CANADIAN FARNSWORTH COMPANY, Toronto, Canada, is taking care of the demand for 
Farnsworth condensation pumps in Canada. 
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OMMONSENSE the installation and 
design, better the property owner 
materials, better work- who isn’t spending 


manship and service- 
ability are the most 
important factors be- 


hind the “711’’ Trap. 


A “711” is always sure 


to satisfy---satisfies the 
plumber who makes 


ESSEX 





money now-a-days for 
goods of an unknown 
quantity. 144 


Our latest Booklet Is com- 
pletely descriptive of the com- 
plete “711” Line—it illustrates, 
also, our new Lavatory Traps. 


May we send you a copy? 


FOUNDRY 





| MURRAY STREET 
NEWARK 














AND AVENUE D 
SX NEW JERSEY 
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Brtsteratsterar 
The Sad Tale 
Of A Flue Brush 


As Told 


“se 7 - 


BEREEBEEBEBEBEESS 


—_— 4 


Saas 
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If it had happened in Hoboken or Kokomo, 
wouldn’t have thought strange of it. 


But, by heck, it happened right here, just 
a few miles from little old New York. 


Happened while I was spending Sunday 
with Carl Brown, who, you remember, al- 
ways gives such corking good talks at Con- 
ventions, on heating efficiency. 


BaSgtaiagsts 
a 


Well sir, I have heard all kinds of growls, 
from a lion’s, down to a brindle pup’s first 
attempt; but frankly, never heard a man 
growl so much about the coal he was burn- 
ing as that man Brown did. 


' 


Finally, | grew doggone tired of it all, and 
in self defense, said “Let’s go down in the 
cellar and look your blooming old Burn- 
ham over. What you ever bought a Burn- 
ham for anyway, is beyond me. 










“Suppose I did crack it up to the skies, you 
ought to know better than to believe a 
friend.” 


By that time, we were down in the cellar, 
and the first thing that caught my eye was 
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the flue brush, hanging up and grinning at 
me. 

Yes, sir, grinning! 

I'll swear by all that’s good and holy, that 
flue brush had a grin on like a cat after 
lapping a saucer of cream. 


When I opened one of the flue doors, it was 
all as plain as day. 


Would you believe it, that gol darn heating 
eficiency crank hadn’t had those flues 
cleaned out all winter! 


[ just shut the door with a slam, winked at 
the flue brush and said: 


“If you weren’t a friend of mine, I'd pick 
out a nice sunny room in some asylum, and 
send you orchids once a week.” 


Half the trouble with half the boilers; is 
half the boiler owners won’t take even 
haif enough trouble to keep out of trouble. 


But never mind my profanity. 
You would have biown oft some, yourself. 
Drop in soon, and I'll tell you about a 
boiler ‘that’s two stories and a basement, 
with all the comforts of home. 
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Irvington, N. Y. 
Representatives in All Principal Cities 
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Burnham 


Canadian Office: 
Royal Bank Building, Toronto 





June 26, 1920 





Bees a ae 


aEeESBeBaeaeseEa SE a 
BEBE BaBBRBHRESE & 


Buaeaasash ss 
= me ee 

















Heat 


Mention Domestic ENGINEERING when writing advertisers. 





BERER ERE EO 























DOMESTIC ENGINEERING 















































COMPLETE line of 
Electric Pumps for 
both shallow and deep 
wells, furnishing water under 
good pressure at every faucet. 
Made in various sizes and 
capacities suitable for homes 
ranging from a modest bun- 
galow to palatial mansion or 
large estate. 








if 
“DURO” Electric Water Sys- \\r a 
tems are automatic, starting and “SSS 
stopping themselves accordingly as 
water is used. They require little 
care or attention beyond an occa- 
sional drop of oil, and being of 
staunch construction they stand up 
well under years of hard service. 








The “DURO” being automatic, 
free from trouble, economical and 
dependable is the logical choice of 
the home owner. 


Through our nation-wide organi- 
zation of Distributors, Salesmen 
and Service Men we supply first- 
hand information and _ instruction 
relative to the installation and oper- 
ation of “DURO” Water Systems. , 











Write for Bulletins and name of 
Nearest Distributor 


Fhe Burnett-Larsh Mfg.Co. 
_ Dayton, Ohio. 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 
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